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Photo at right 


THERMIONIC 
CONVERTER 


for space vehicles 
* will use sun’s rays 
see p76 


How to design 


LOGIC 
CIRCUITS 


with thin films and 
tunnel diodes, p 59 


INSPECTING 
METALS 


with new electro- 
luminescent x-ray 
t converters, p 56 
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Unconventional 


DETECTORS 


for surveillance 
and communications 
see p 49 
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UNITS SHOWN ACTUAL SIZE— IMMEDIATE DELIVERY FROM STOCK 


e MIL type TP6RX4410CZ — METAL CASED 

e Manufactured & Guaranteed to MIL-T-21038 
e 5/16” Dia. x 3/16” Ht; Wt. 1/20 oz. 

e Ratio 4:4:1 

e Anchored leads, withstands 10 Ib. pull test 

e Printed circuit use, plastic insulated leads 

e Can be suspended by leads or clip mounted 
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All units individually 
checked and adjusted, in 
transistor circuit illustrated, 
to parameters in table. 
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APPROX. DCR, OHMS BLOCKING OSCILLATOR PULSE COUPLING CIRCUIT CHARACTERISTICS 
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150 VARICK STREET, NEW YORK 13, N.Y. 


PIP-100 Transistor pulse transformer kit, consisting of PIP-1 thru PIP-9 in plastic case. 
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Thermionic converter for proposed satellite (background) will be 
installed in round ball in center of collector. See p 76 COVER 


LASER COMMUNICATIONS PROGRESS Reported by Stanford. 
Microwave modulation of light indicates feasibility of optical 
receivers. Other developments include trainable neuron mem- 
ories which use electrochemical cells called memistors 


Resonators Step Up Klystron Power. Design adapted from elec- 
tron accelerators is expected to quadruple klystron power 


India Spurs Its Electronics Industry. Government encouragement, 
high import costs, new transistor plant expected to bring growth 


How Five Engineers Became Executives. Tips on getting pro- 
motions 


UNCONVENTIONAL DETECTORS for Weak Signals. Some 
new possibilities for surveillance and communications detectors. 
J. Q. Burgess 


Inspecting Metals by Electroluminescent X-Ray Converters. 


Promises greater brightness than existing techniques. D. K. 
Wilburn 


Design of Logic Circuits Using Thin-Films and Tunnel Diodes. 
Two types of computer circuits. T. A. Smay and A. V. Pohm 


HALF-BRIDGE INVERTERS Provide Economical Three-Phase 
Power. Analog of the voltage doubler uses two transistors. 
A. G. Lloyd 


RADAR BOXCAR CIRCUITS Using Nuvistors, Transistors and 
Zeners. Single-stage circuit uses Zener diode biasing, nuvistor 
triode for low noise and high performance. P. E. Harris 


DIODE STEERING Boosts Speed of Magnetic Memories. Core 
interconnections cut cycle time to three microseconds. A. Mel- 
med, W. Orvedahl and R. Shevlin 





Crosstalk Components and Materials 


Comment 

Electronics Newsletter 
Washington Outlook 
Meetings Ahead 

Research and Development 


Production Techniques 
New on the Market 
Literature of the Week 
People and Plants 
Index to Advertisers 





[THREE Times actum S1ZE} 


ew grade 160 


ruew | CDF grade 2450P 





wo grade 522 


three outstanding new laminates! 


High legibility letters, numbers or 
symbols can be stamped on this new 
warm punch, paper phenolic grade in 
the same die used for blanking and 
piercing! No separate operation is 
necessary . . . no registration prob- 
lems. Markings are permanent and in 
sharp contrast. Ideal for capacitor 
caps, terminal boards, panels, spacers, 
coil ends, socket bases. Meets NEMA 
X and XP requirements. 


Economical paper phenolic grade 
2450P can be punched warm and has 
improved mechanical strength and 
lower moisture absorption proper- 
ties. It is designed especially for 
mechanical and low voltage electrical 
insulation applications such as con- 
nector blocks, coil and bobbin ends, 
washers, plug and socket bases. Meets 
NEMA X and XP requirements. 


These are the newest materials of CDF research and 
engineering, developed to give you outstanding perform- 


ance at minimum cost. 
*Du Pont trademark 


Your inquiry is welcomed. 


Excellent wet electrical and other 
improved properties make this new 
copper-clad glass fabric Teflon* 
laminate ideal for radar insulation, 
missile antennas, critical computer 
applications. Circuits based on this 
grade will show minimum drift under 
varying temperature and humidity. 
Also available without copper for 
such uses as high frequency insula- 
tion in wave guides. 


CONTINENTAL-DIAMOND FIBRE 


CONTINENTAL-DIAMOND FIBRE CORPORATION, NEWARK, DELAWARE ¢ A SUBSIDIARY OF THE -4¥aw4# COMPANY 
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Only a Bird in a Gilded Cage 


As succeeding generations of missiles 
penetrate the curtain of space that 
separates Earth from other planets, 
the importance of electronic guidance, 
control and airborne telemetry systems 
becomes obvious. For, without new en- 
gineering design techniques to provide 
reliable communication and control, the 
most advanced missile is but a bird in 
a gilded and very expensive cage. 


As typical examples of what can be 
accomplished to insure maximum per- 
formance in missile telemetering, com- 
munication, data processing and other 
applications, Burnell & Co. has 
developed two new filters—a miniature 
3 ke crystal filter and, employing mod- 
ern synthesis techniques, a miniature 
500 ke LC toroidal filter possessing low 
transient distortion characteristics. 


COPYRIGHT BURNELL & CO., INC. 1963 
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TECHNICAL DATA 
3 ke Crystal Filter 
Attenuation—3 db B/W—2 cps 

Shape Factor—30/3—5:1 
Impedance—500K in and out 
Temp. Coeff.—.021 cps °C 
Size—3% x 2%6 x 1%6 
Insertion Loss—3% db 
Also available in any impedance from 
500 ohms to 500K 

FREQ. 3 KC 

“10 -8 -6 -4-2 O +2 +4 +6 +8 +10 
Vv 


TECHNICAL DATA 
500 ke LC Toroidal Filter 

Attenuation—B/W 40 ke at 3 db 

—200 ke at 50 db 
Impedance—50 ohms in and out 
Insertion Loss—4.5 db 
Over and undershoot— 

(for a step modulated 

500 ke carrier)—less.than 1% 
Size—% x3x1% 
Other Burnell filters are available in 
frequencies up to 30 mes over a wide 
range of impedances. 


Write for new catalog. 
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CROSSTALK 


LASER RESEARCH is rapidly reaching the stage where developers can talk 
with confidence about practical communications systems. One recent 
development in this exciting field is that the combination of a laser and a 
traveling-wave tube results in heterodyning of components of the laser’s 
optical spectrum, indicating the feasibility of optical superheterodyne 
receivers. In another field, also reported on page 20, Stanford scientists 
showed how electrochemical cells may be combined into neuron memories 
that can be trained to respond to stimuli. Such memories are potentially 
more versatile and less expensive than conventional memories and can 
lead to trainable computers or even machines that act animal-like in 
response to physical stimuli. 


ELECTROLUMINESCENT-PHOTOCONDUCTIVE panels can be used to convert 
x-rays to visible light with an attendant increase in image intensity. 
This is illustrated by the fluorographs above, which compare the perform- 
ance of the EL-PC panel amplifier (left) and a conventional fluorescent 
screen (right) for a }-inch-thick steel plate. Patchy white vertical marks 
indicate the weld in the plate, which shows up here as a third-order repro- 
duction. For a discussion of inspecting metals with electroluminescent 
x-ray converters, turn to the article by D. K. Wilburn of the Detroit 
Arsenal beginning on p 56. 


SYSTEMS AND DEVICES for detecting electromagnetic radiation are receiv- 
ing increasing attention. In this issue J. Q. Burgess of Ohio State Uni- 
versity presents a survey of unconventional detectors for weak signals. 
In addition to comparing known detectors, Burgess describes possibilities 
for improving detection techniques, such as using the high sensitivity 
of natural sensors more effectively. An optical Faraday-rotation/para- 
magnetic-resonance detector is among a variety of detection devices 
described on p 49. 


Coming In Our September 22 Issue 


FEATURE MATERIAL to appear next week includes: modern uhf and micro- 
wave ferrite devices, by J. C. Cacheris and N. G. Sakiotis of Motorola; 
infrared electronics in Tiros II, by F. Schwarz of Barnes Engineering 
Co; and a hot-switching surge current nomograph, by W. Austin of RCA. 
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| CERAMICS FOR 
TRANSISTOR 
Re, | CIRCUITS 


lind now... 








HY PERCON® 
CAPACITORS 


I Ultra-high capacitance 
i Low voltage 

| Miniature size 

i Low Cost 





Designed for use in semi-conductor and other low-voltage circuits, siecle ages aston 
these new Hypercon Disc Ceramic Capacitors offer capacitance values 3 VOLTS D-C | 12 VOLTS D-C || 25 VOLTS D-C | 
formerly associated only with electrolytic capacitors. Yet they are only "—T Diameter || Diameter) | Diameter 
a fraction of the size of comparable aluminum electrolytics! oe) Ser. 1 ee 


a 


oge ot 4 ‘ ‘ : 225 047 275 01 
Hypercons have excellent stability, exhibiting no loss in capacitance 3 75 1 400 022 
when operating above room temperature. Their triple-purpose resin , 


° ‘ . ; 47 400 || .22 .990 033 | 
coating serves as insulation as well as protection against moisture and 


10 | 595 | 33 | 660 || .047 
mechanical damage. 22 | 840 | 47 | 240 | 


Hypercons are in mass production now, available for prompt ee ee 
delivery. For detailed specifications, write for Engineering Data 
Sheet 6141A to Technical Literature Section, Sprague Electric 
Company, 35 Marshall Street, North Adams, Massachusetts. 


SPRAGUE COMPONENTS SPRAGUE 
CAPACITORS INTERFERENCE FILTERS HIGH TEMPERATURE MAGNET WIRE 


TRANSISTORS PULSE TRANSFORMERS CERAMIC-BASE PRINTED NETWORKS THE MARK OF RELIABILITY 
MAGNETIC COMPONENTS PIEZOELECTRIC CERAMICS PACKAGED COMPONENT ASSEMBLIES 


RESISTORS PULSE-FORMING NETWORKS FUNCTIONAL DIGITAL CIRCUITS 





‘Sprague’ and *@ are registered trademarks of the Sprague Electric Co, 
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A COMPLETE LINE OF DEPENDABLE 
ENCAPSULATED RESISTORS 


Permaseal resistors are designed for ex- 


treme stability and long life in military and 
commercial applications requiring highly 
accurate resistance values in small physical 
sizes. To achieve this, winding forms, re- 
sistance wire and embedding materials are 
carefully matched. The completed resistors 
are then aged by a special Sprague process 
for long-term stability. 

They're plastic embedded for mechanical 
protection and humidity resistance, meeting 
exacting requirements of MIL-R-93B and 
MIL-R-944 4A (USAF). 

Permaseal Resistors are available in close 
resistance tolerances down to 0.05%. Per- 
manent identification marking is available 
to withstand all environmental conditions. 
Write For Engineering Bulletins 7500 and 
7501 to: Technical Literature Section, 
Sprague Electric Company, 35 Marshall 
Street, North Adams, Mass. 


THE MARK OF RELIABILITY 
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Vendor Analysis 

Your article in the May 19 issue 
of ELECTRONICS on “How Do You 
Rate As A Vendor” (p 26) has been 
read by us with a great deal of in- 
terest. We are in the process of 
forming a department within the 
purchasing division to handle ven- 
dor analysis. Would it be possible 
to obtain from the various com- 
panies mentioned in your article 
any data pertaining to the systems 
used, together with forms, etc? 
Any help you can give us will be 
greatly appreciated. 

PAUL S. FALCONE 

CHATHAM ELETRONICS DIVISION. 
TUNG-SOL ELECTRIC 
LIVINGSTON, NEW JERSEY 


Reader Falcone’s interest in this 
engineering-oriented field has been 
made known to appropriate per- 
sonnel at the companies mentioned. 


Proprietary Rights 

Certainly, the government is 
spending millions of tax dollars for 
research and development. Private 
industry is also spending millions 
of private and stockholder’s dollars 
to further the national race for 
technical supremacy. 

Regardless of who finances the 
research and development work, the 
end result is up-to-date know-how 
in the form of manufacturing draw- 
ings, novel processes, techniques, 
etc. Exclusive possession of su- 
perior know-how gives a tremen- 
dous competitive advantage to any 
company operating under our free- 
enterprise system. Therefore, the 
matter of ownership with the right 
to withhold or restrict the com- 
mercial use of this data becomes 
a deadly serious matter. 

Industry no longer can claim 
right and title to everything nor 
can government. There are areas 
that are 100-percent government- 
financed and those that are 100 
percent industry-financed — either 
black or white. Gray areas repre- 
sent the big problem where contrac- 
tor and government funds have 
become hopelessly mixed, for in- 
stance, by the acceptance of a prod- 
uct-improvement contract following 
a company-financed project. The 


government has a right to free use 
of the part which resulted from 
expenditure of government funds. 
However, the contractor should 
have complete commercial rights in 
return for his contribution, which 
included supplying his investment 
in facilities, skills and a wealth of 
specialized background of technical 
knowledge. The contractor is in 
business to capitalize on these in- 
vestments. 

In most cases the government 
should not ask for unlimited rights 
to drawings developed at private 
expense. It should instead be will- 
ing to agree that such data as are 
actually required for miscellaneous 
support functions will not be used 
for competitive procurement pur- 
poses. 

Present policy and practices have 
produced a tragic state of dis- 
harmony wherein small business, 
big business, and the procuring 
services negotiate with each other 
in an atmosphere of distrust. 

DENHAM S&S. SCOTT 
THE GARRETT CORP. 
CEDAR GROVE, N. J. 


High Speed Analysis 

[Regarding “High-Speed Analy- 
sis of Electronic Circuits by Geom- 
etry”, page R50 July 20, 1961 
ELECTRONICS BUYERS’ GUIDE] I 
suggest correction of the expres- 
sion negative impedance as used 
throughout the article. Also I would 
like to see a nomogram for parallel 
components included in the ap- 
proach presented to make it more 
complete. I call [a geometric con- 
struction I have prepared] “a nomo- 
gram for parallel connection of 
identical components.” 

ALEXANDER N. LANDYSHEV 

CALIFORNIA STATE 
POLYTECHNIC COLLEGE 
SAN LUIS OBISPO, CALIF. 


Author’s reply: 

More conventionally, I could have 
used the longer terms “negative 
phase angle impedance” or “positive 
phase angle impedance”, or even 
“impedance with capacitive phase 
angle’, etc. I was not aware that 
I was creating a new term in an 
already complex electronic litera- 
ture as my purpose was in the in- 
terest of brevity only. 

H. K. BRADFORD 
FAIRFAX, VA. 
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when Time means Money ... 


you can depend on 


For small runs, military prototypes, production emergencies or for 
hurry-up design and engineering projects . . . you can get Coldite 
70+ Resistors in short order. 

Coldite 70+ are today’s best-looking resistors—and every bit 
as good as they look. Exclusive solder-coated leads stay tarnish 
free for fastest soldering. Performance exceeds latest MIL-R-11 
requirements . . . gives extra dividends in load life and moisture 
resistance characteristics. They’re available in 2-watt (RC-42), 
l-watt (RC-32), and %-watt (RC-20) sizes . . . in all standard 
values and tolerances . . . direct from distributors’ stocks. 


RESISTORS 


Get them in 24 hours or less 
... from these Leading Distributors! 


ALABAMA—8IRMINGHAM 
MG Electronics & Equipment Co. 


MARYLAND NORTH CAROLINA 


September 15, 


CALIFORNIA 
GLENDALE—R. V. Weotherford Co. 
LONG BEACH—Deons Electronics 
LOS ANGELES—H. G. Rising 
OAKLAND—8rill Electronics 
PASADENA—Wesco Electronics 
SAN DIEGO—Radio Parts Co. 
VAN NUYS—Tranco 
COLORADO 
DENVER—Denver Electronics Supply Co. 


CONNECTICUT 
WATERBURY—Bond Radio Supply Co., Inc. 
DISTRICT OF COLUMBIA 


WASHINGTON—Electronic Wholesalers, Inc. 


FLORIDA 

TAMPA—Thurow Electronics, Inc. 

WEST PALM BEACH—Godderd Distrib., inc. 
INDIANA 
INDIANAPOLIS—Radio Distributing Co. 


KANSAS 
WICHITA—Interstate Electronic Supply Corp. 


KENTUCKY 
LOUISVILLE—?. 1. Burks Co., Inc, 


1961 


BALTIMORE—Kann-Eliert Electronics, Inc. 


MASSACHUSETTS 

BOSTON—Cromer Electronics Inc. 

Seger Electrical Supply 

N. WILBRAHAM—Industrial Components Corp. 
MICHIGAN 

BATTLE CREEK—Electronic Supply Corp. 
Missouri 

ST. LOUIS—tnterstate Supply Co. 
NEW JERSEY 

MOUNTAINSIDE—Federated Purchaser Inc. 


NEW YORK 
BROOKLYN—Electronic Equipment Co., Inc, 
Quad Electronics Inc. 
NEW YORK—Electronics Center Inc. 
Harrison Radio Corp. 
Harvey Radio Co. 
Milo Electronics Corp. 


Sun Radio & Electronics Co., Inc. 


SYRACUSE—Morris Electronics of Syracuse 
WHITE PLAINS—Westchester Electronic 
Supply Co., Inc, 


WINSTON-SALEM—Daiton-Hege Inc. 


10 
CINCINNATI—Herrlinger Distributing Co. 
CLEVELAND—Pioneer Electronic Supply Co. 
COLUMBUS—Hughes-Peters, Inc. 

OREGON 
PORTLAND—1Low Johnson Co., Inc. 


NNSYLVANIA 
PHILADELPHIA—Almo Radio Co. 
SCRANTON—Fred P. Pursell 

TEXAS 
DALLAS—Wholesale Electronic Supply 

VIRGINIA 
ROANOKE—Peoples Radio & TV Supply Co. 

WASHINGTON 
SEATTLE—C & G Electronics Co. 

TACOMA—C & G Electronics Co. 
...and G-C/STACKPOLE, TOO! 


t uses, 
Coldite 70* Resistors are also avail- 
able through over 800 G-C distributors. 
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BUILD A BETTER PRODUCT WITH 
STRIPPIT SUPER 30 FABRICATOR 


ee multi-purpose, single station sheet 
metalworking machine, the STRIPPIT Super 
30 Fabricator punches round and shaped holes in 
workpieces up to 60” wide...any length. Will also 
punch close-centered hole clusters in any material 
up to 4” thick... nibbles straight or contour lines 
in 4" material...notches 90° corners, radii and spe- 
cial edge notches to meet most production require- 
ments in material up to %” thick. 








B® savings in time are standard! Change tools 
in seconds! STRIPPIT’s Swing-Shift Punch 
Holders permit you to change punches from either 
right or left. One size punch and die can be substi- 
tuted for another in 20 seconds. Workpieces can be 
positioned rapidly for precise hole location thanks 
to STRIPPIT’S Micrometric Back and End Gaging 
System. Set dimensions directly to thousandths. 




















Syren the STRIPPIT Super 30 Fabricator to an 
efficient medium run production unit simply 
by adding our Duplicator attachment. Another use- 
ful accessory is our Dupl-O-Scope, a high quality 
optical instrument designed specifically for trans- 
lating blueprints, drawings, negatives, layouts or 
sample parts into accurate templates or “one-of- 
a-kind” finished pieces. 








| 2 pete hesitate to call your STRIPPIT Tool & 
Methods Engineer. He can arrange a demon- 
stration at your plant that will show you ways to 
cut costs with the STRIPPIT Super 30 Fabricator 
or other STRIPPIT machines and systems. Write 
for Catalog 30S. 


gtr . 
4 A 
waces STRIPPIT inc. «fie 
. os 
Caray 
225 Buell Road @ Akron, New York 
In Canada: Strippit Tool & Machine Company, Brampton, Ontario; In Continental 


Europe: Raskin, S. A., Lausanne, Switzerland; In the British Isles: Kearney & 
Trecker—C.V.A. Ltd., Hove, Sussex England. 
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ELECTRONICS NEWSLETTER 


Sonar Beacons May Guide Submarines 


NAVY BUREAU OF sHIPs has awarded The Martin Company, Baltimore, 
a six-month, $99,000 study contract to design an advanced naviga- 
tion aid for submerged submarines. The system will be installed in 
the Navy’s Atlantic Underseas Test and Evaluation Center. 


Both passive and active naviga- 
tional aids will be considered. The 
final system is to include subma- 
rine-borne and fixed undersea units. 
The system will probably use a 
“bottom bounce” method of project- 
ing underwater sound. Sound pro- 
jected to the bottom bounces to the 
surface and back to the bottom 
again. Direct acoustic propagation 
will also be investigated. 

System design will follow studies 
of sound behavior in the bottom 
bounce method. Under considera- 
tion as power sources are Snap-1A 
and Snap-3 small nuclear power 
units. Portions of the system will 
be installed in the ocean at depths 
that will make retrieval difficult. 

While Martin was not specific 
about the purpose of the system, 
the description indicates that the 
end result would yield an underseas 
network of numerous position indi- 
cators, or sonar beacons. Such 
beacons would allow Polaris-type 
submarines to obtain exact position 
fixes prior to missile launches. 


Satellite Display Tube 
Shows Tracks in Advance 


SATELLITE DISPLAY system which de- 
fines present and predicted paths on 
20-inch cathode ray tube is under 
final test at National Space Sur- 
veillance Control Center at Bedford, 
Mass. Poesid system (Position Of 
Earth Satellites In Digital Display) 
uses mercator projection overlay of 
the earth to identify tracks. 

Six satellite tracks may be pre- 
sented simultaneously. Real-time 
positions of satellites are displayed 
as intensified spots on their respec- 
tive tracks. Satellite information 
stored in computer is converted to 
punched teletype tape which is then 
used as input to Poesid system. 
Predicted positions up to nine days 
in advance can be displayed. 

System developed by Fred Slack 
of Air Force Cambridge Research 
Laboratories uses light gun to iden- 
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tify specific satellite from multiple 
tracks. Operator points light gun 
at displayed target of interest and 
additional information is displayed, 
including identification number, 
distance of apogee and perigee, 
type of scientific or military infor- 
mation transmitted from satellite, 
date of launching and altitude. 


Corkscrew Field Might 
Harness Fusion Plasma 


EIGHT-FOOT MODEL of a new type of 
“magnetic bottle” to contain plasma 
during thermonuclear fusion power 
experiments (ELECTRONICS, p 29, 
Sept. 1, 1961) will be built at MIT. 
Unlike conventional fusion “bot- 
tles’, which consist of a pipe-like 
field stoppered by mirror fields at 
the end, the new machine will try 
out a corkscrew field. 





To Cut Red Tape? 


ANOTHER TRY at reducing the 
“vast and expensive” amount 
of paperwork involved in mili- 
tary contracting is being at- 
tempted, this time by joint 
effort of the Aerospace Indus- 
tries Association and Depart- 
ment of Defense. 

A task force is reviewing 
specific weapons projects in 
an effort to eliminate obsolete 
documents, consolidate speci- 
fications and eliminate re- 
quirements which unduly 
limit design without contrib- 
uting to system development 
or performance evaluation. 

AIA points out that specifi- 
cations may hamper advances 
since many are obsolete. AIA 
wants performance specs used 
more than detailed material 
and design specs, which fre- 
quently hamper progress, the 
association says. 





Theory is that as the plasma 
beam travels in the corkscrew, 
some of the longitudinal energy of 
the particles would be transformed 
to perpendicular energy. This would 
make it easier for the mirror fields 
to contain the particles long enough 
for fusion and the release of ther- 
monuclear energy. 

The model will operate with elec- 
trons, which are lighter than the 
ionic charged particles normally 
used in thermonuclear machines. A 
full-scale machine would be 50 to 
100 feet long. The theory, proposed 
by an MIT graduate student, Air 
Force Capt. R. C. Wingerson, is 
also being investigated at Los 
Alamos Scientific Laboratory. 


One-Gun Color Tube May 
Give $350 Tv Receiver 


SYLVANIA-THORN laboratories’ in 
England are developing a one-gun 
color television tube which gener- 
ates primary colors by indexing the 
electron beam across. alternate 
stripes of red, green and blue phos- 
phors. Experimental 14 and 21-inch 
tubes carry 1,100 of these stripes. 
The beam and color signals are 
synchronized by separate index 
strips which generate a position 
signal as they are scanned by the 
beam. 

The tube is compatible with 
monochrome transmission. Future 
goal in the Sylvania Electric Prod- 
ucts-Thorn Electrical Industries 
joint project is reduction in tube 
production costs. A set made now 
with the tube would cost as much 
as a set with a shadow mask tube, 
according to the report. The tube 
is less expensive, but additional cir- 
cuitry is required for indexing the 
beam. Aim is cost reductions which 
would permit sets to be built for 
around $350. 


Semiconductor Plastics 
Point to New Devices 


SEMICONDUCTION has been observed 
in more than 200 types of polymers, 
a Princeton University researcher 
reported last week at the 140th Na- 
tional Meeting of the American 
Chemical Society, in Chicago. 
Further research can lead to plas- 
tic electronic components and high 
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temperature devices, Herbert Pohl 
said. Current-carrying ability is 
helped by special molecular arrange- 
ment of unsaturated units within 
the plastics. Studies of the current- 
carrying process are expected to 
provide additional fundamental in- 
formation about biological proc- 
esses which involve semiconduction, 
such as photosynthesis, enzyme re- 
actions and vision. Large-scale 
chemical transformations may be 
made possible by taking advantage 
of the large surface area of poly- 
mers, their semiconducting proper- 
ties and reactive chemical sites 
along chain-like molecules. The ma- 
terial would be regenerated by elec- 
tric current. 

Insensitivity to small amounts of 
impurities indicates that semicon- 
duction within the new materials is 
fundamentally different from that 
in commonly used semiconductors, 
Pohl said. 


Modulation Method Sends 
150 Messages on a Wire 


GENERAL DYNAMICS/ELECTRONICS 
says it has developed a phase mod- 
ulation technique which will per- 
mit 15,000 words a minute or 150 
teletype messages to be sent over 
a telephone line. Alphanumeric 
characters, including computer 
language frames, are coded into 
phase relationships along simul- 
taneously transmitted tones. An 
almost unlimited number of sym- 
bols can be generated, readily per- 
mitting character recognition 
without dynamic logic or storage 
circuitry, the company reports. 
The technique is said to be excep- 
tionally resistant to jamming. 
Technique is called DEFT, for Dy- 
namic Error-Free Transmission. 


Medium-Scale Computers 
Program Machine Tools 


PROGRAMMING SYSTEM which per- 
mits a general-purpose, medium- 
scale computer to prepare instruc- 
tions for numerically controlled 
machine tools has been developed by 
Remington Rand’s Univac division 
and Rohr Aircraft Corp. It uses a 
Univae Solid-State 80 or 90 com- 
puter with card handling and print- 
ing accessories. 


The companies say the system is 
versatile and low in cost, allowing 
smaller metalworking concerns to 
use automatic rather than manual 
tool programming. The programs, 
which will be made generally avail- 
able to Univac customers, have been 
used by Rohr to prepare instruc- 
tions for nine machines. The ma- 
chines use Cincinnati, Numericord, 
ECS, Bendix and Thompson Ramo 
Wooldridge controls. 

Univac also announced that an- 
other system in development will 
permit the Aerospace Industries 
Association’s APT III (Automati- 
cally Programmed Tool) programs 
to be handled by its new thin-film 
memory computer, the 1107. APT 
III covers advanced techniques of 
programming complex three-dimen- 
sional parts. 


CBS Electronics Sells 
Its Semiconductor Plant 


THREE MONTHS after going out of 
the tube business, Columbia Broad- 
casting System is folding its semi- 
conductor operations in Lowell, 
Mass. The $5 million, 200,000- 
square foot plant is being sold to 
Raytheon. CBS Laboratories in 
Stamford, Conn., is not affected. 


Cryogenic Temperature 
Is Refrigeration Aim 


CYCLE REFRIGERATION in the liquid 
helium range is target of concen- 
trated efforts in industrial firms 
and laboratories, for application to 
masers, superconducting magnets 
and cryogenic computing devices. 

Refrigeration built by Air Pro- 
ducts will be installed soon at MIT 
Lincoln Laboratory. It is estimated 
machine will provide required cool- 
ing for 1,000 hours without inter- 
ruption. Before applying it to op- 
erational maser, researchers will 
run laboratory life-tests on refrig- 
erator and experiment on additional 
refinements for field use. 

Meanwhile, low-temperature lab- 
oratory at MIT is working on new 
technique for cyclic refrigerator. 
Machine would use conventional 
method of expanding a compressed 
gas against piston, but employ a 
multi-stage system confined within 
a single cylinder. 


In Brief ... 


Fcc has extended deadline for com- 
ment on its uhf tv proposal, from 
Oct. 2 to Dec. 4. Station repre- 
sentatives had asked for six 
months more. 


FEASIBILITY of 4-10 Ge amplifiers, 
mixers or harmonic generators 
using transistors will be deter- 
mined at Hughes Aircraft under 
a $125,000 Navy study contract. 


MILITARY PRODUCTION contract 
awards include $2.3 million to 
Raytheon Canada, from Canadian 
Army, for counter-mortar radar; 
$2 million to General Instrument, 
from Navy, for long-range sonar 
transducers; $300,000 to United 
Telecontrol Electronics, from 
Army Signal Corps, for drone 
transponders. 


FRENCH ballistic missile program 
will get an American computer- 
controlled checkout system. So- 
ciété pour |’Etude et Realization 
d’Engines Balistiques will buy 
the system from Packard-Bell 
for $350,000. 


BELL LABS gave Avco-Everett Re- 
search Lab a $1.6 million contract 
to develop identification tech- 
niques for the Nike-Zeus anti- 
missile system. 


MATERIALS for cesium plasma ther- 
mionic converters will be re- 
searched by Thermo Electron 
Engineering Corp. under a $200,- 
000 Navy contract. 


WESTINGHOUSE ELECTRIC and Rem- 
ington Rand plan joint develop- 
ment of industrial control sys- 
tems using computers. 


HELICOPTER airlines in New York, 
Chicago and Los Angeles have 
selected Lear flight control equip- 
ment for new helicopters being 
supplied by Boeing and Sikorsky. 


ELEMENTARY PARTICLE called the 
omega meson has been discovered 
at University of California’s 
Lawrence Radiation Lab. About 
40 picopicoseconds after omega 
is created, it splits into three pi 
mesons. 
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D211-6C—Cutters at tip 
set at 45° angle. 


Special Pliers 
for the = 
Highly Specialized === 
Flectronics Field 


When the early transmission lines were strung in this country a 
century ago, it was Klein Pliers in the hands of linemen that 
helped do the job. 


Klein has kept pace with the development of the electrical field, 
meeting each new challenge with tools specially designed to do is 
the wiring job better . . . more economically. <= 


Shown here are a few of the many highly specialized Klein Pliers premade de. 
carried in stock to meet the needs of electrical and electronics circuits. 
manufacturers. 


You will find your assemblies go together more smoothly and 
wiring is done more rapidly when the right Klein Plier is used. 


SEE YOUR DISTRIBUTOR naahage sneaking 
cut dead soft wire or ex- 
tremely hard wire. 


Mathias moKLEIN-: & Sons 


INCORPORATED 


7200 McCORMICK ROAD, CHICAGO 45, ILL. 





Mathias Klein & Sons, Inc. 7200 McCormick Road, Chicago 45, Ill. 
Please send me the Klein Plier Catalog and information. 


Name— 





Title 
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New Eimac UHF-TV klystron pushes Him way down! 


costs 


Now available: Eimac’s 4KM100LA, a new 25KW klystron designed for UHF-TV transmitters. It 
provides the lowest operating cost ever with its low unit price, long life, non-critical focusing and high 
gain of 30 db to replace three tetrode stages! What’s more, it’s a complete amplifier unit and needs no RF 
design work, water filters, expensive maintenance. The 4KM100LA has all this and low noise too—more 
than 60db below black level. No wonder Eimac klystrons are used in almost 90% of all European UHF-TV 
stations! And now Eimac anticipates your needs with this modern, cost-cutting tube. 

For more data write: Power Klystron Division, Eitel-McCullough, Inc., San Carlos, Calif. 


Eimac 4KM160LA Klystron Simultaneous Operating Characteristics. Beam voltage: 16KV; Beam Current: , : } 
3.8A; Power Output, peak sync.: 25KW; Bandwidth: 8mc, ldb; AM Noise: greater than 60db down. 
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Practical Products for Creative Engineering 





LOOKING FOR A. 


ONE WAY SWITCH ¢ 


OAK UNI-DIRECTIONAL SWITCH MECHA- 
NISM—There are relatively few times when you 
need a switch in your circuit that won’t turn back. 
When you do run into this occasional design prob- 
lem, you usually need your switch “right now.” Oak 
designers have come up with a simple, sturdy uni- 
directional detent mechanism that will withstand 
more than 25 inch-lbs. of reverse torque. A formed 
spring brass plate provides positive ratcheting action 
when travelling in a perforated bronze detent plate. 


Uni-directional mechanisms are available on the 
following Oak rotary switch types: Type BH, 36° 
Throw; Type H, 30° Throw; Type L, 20° Throw; 
Type MF, 15° Throw; and Type F, 30° Throw. 
If you'd like more information on these, or other 
special Oak switches, contact your local Oak sales 
representative or write our Applications Engineer- 
ing department. The applications in which you'll 
find these one-way switches useful are as unlimited 
as your imagination. 


Creative Engineering ¢ Quality Components 


OAK MANUFACTURING CO. 


CRYSTAL LAKE, ILLINOIS - 


Telephone: Crystal Lake, 459-5000 


Plants in Crystal Lake, Illinois * Elkhorn, Wisconsin 
SUBSIDIARIES: OAK ELECTRONICS CORPORATION, Cuiver City, Calif, © M°COY ELECTRONICS CO., Mt. Holly Springs, Pa. 


ROTARY AND PUSHBUTTON S 


September 15, 1961 


ITCHES e TELEVISION 


1 AND FM TUNERS . VIBRATORS 


¢ CHOPPERS «© CONTROL ASSEMBLIES 


LENOIDS 
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HOLD 


SWEEP 
|ENERATORS 





sweep SIGNAL generator 

$1880.00 
Unusual stability in sweep widths from 
10 ke to 400 mc. Frequency range 500 
kc to 1200 mc. Built-in crystal-controlled 
harmonic markers, direct coupled scope 
pre-amplifier, and attenuators. The ulti- 
mate instrument for your IF-VHF-UHF 
requirements. 


$1260.00 
Center frequency: VHF, 0.5 to 400 mc; 
UHF, 275 to 1000 mc. Sweep widths from 
100 ke up to 400 mc. Flatness: +0.5 db 
over widest sweep. 





$795.00 


Featuring +5/100 db flatness; plug-in 
oscillator heads*; variable sweep rates 
from l/min. to 60/sec.; all electronic 
sweep fundamental frequencies; sweep 
width min. of 1% to 120% of CF. 
*Heads available within the spectrum 2 to 265 
me. Norrow-band heads on request. 

For applications bull nplete cata- 


log (including cb rh ya comparators, pre- 
cision s and ies), write: 


TRYIN) Eiectrowics corporation 








industria! Products Division, Dept. 1TE-113 


The Jerrold Building, Philadelphia 32, Pa. 


Jerrold Electronics (Canada) Ltd., Toronto 
Export Representative: Rocke international, N.Y. 16, N.Y. 
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WASHINGTON OUTLOOK 


PLANS FOR ANOTHER step-up in defense spending are being developed. The 
emphasis, once more, will be on bolstering conventional forces, with 
heavier deployment of forces in Western Europe. Stimuli for the new 
moves are the sealing-off of East Berlin and resumption of nuclear testing. 

Already, the Pentagon has scheduled $46.6 billion in spending this year 
—about $4 billion over last year. Size of the new step-up has yet to be 
fixed, but one high-level Defense Department official says it “will not be 
on a scale to change the economic picture”. So far, there’s no plan to seek 
a fourth supplemental defense appropriation. Officials believe they may 
be able to shift funds around in the existing budget to handle the new 
increase. 

Very little of the new military speedup would go for expansion of 
strategic bomber and missile forces, as plans now shape up. But Pen- 
tagon officials concede that the “general psychological situation will make 


it harder not to spend” some of the $700 million Congress added for 
bombers. 


MILITARY PROCUREMENT of common-use electronic parts will be centralized 
in the Defense Supply Agency, a new Pentagon unit just set up to con- 
solidate as much as possible military buying, storage, and distribution of 
common-use goods bought in quantity by the armed forces. 

When plans have been detailed within the hext few months, field offices 
of the new inter-service group will be buying resistors, capacitors, anten- 
nas, and some 650,000 different common-use parts. It’s not clear whether 
electron tubes, which the Air Force now buys for all the services, will be 
included. The services will continue to procure the bulk of the weapons 
and specialized equipment not widely purchased by other agencies. 


RESUMPTION OF NUCLEAR TESTING by the Soviets and the U. S. will have a 
direct effect on electronics. Miniaturization of a wide range of new 
tactical weapons and instrumentation for our tests and detection of Soviet 
tests will be needed. 

The U.S. has long wanted to reduce the size of its field nuclear weapons 
to make them lighter in weight, more rugged in design, and simpler to 
operate. The test ban placed on nuclear testing in October, 1958, froze 
many weapons programs. Scientists and engineers could only go so far in 
the interim period without more testing. 

Smallest of the U. S. nuclear field weapons is the bazooka-type Davy 
Crockett with a fraction of a kiloton yield. But even this requires two 
men to fire. The Army wants to cut the size of this and other weapons. 
The Navy wants to make nuclear anti-submarine weapons more compact 
so that more can be carried by aircraft, helicopters and drones. 


NEW INSTRUMENTATION will be required for underground nuclear testing. 
Testing underground is far more difficult than exploding devices in the 
atmosphere. The big difference lies in getting suitable instrumentation 
to measure the explosions. With the U. S. committed to do the bulk of its 
nuclear testing below the surface—as plans stand now—a push for better 
measuring instruments is sure to come. 

Detecting Soviet nuclear explosions will get U. S. attention, too. Project 
Vela was to detect Soviet tests if agreement could have been reached on a 
nuclear test ban. Some $66 million was spent on Vela by the start of the 
current fiscal year. Resumption of Soviet tests does not lessen the need 
for information. The effort to detect Soviet testing will most affect 
underground instrumentation. Atmospheric tests are relatively easy to 


detect. But at present there is no sure way to detect underground explo- 
sions. 
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COMPLETE PRODUCTION 
under ONE responsibility 


® 


METALLIZED CERAMICS 


An integrated source, American 
Lava Corporation offers you 60 years of experience as custom 
producers of the widest range of technical ceramics from a single 
source, plus over 10 years of metallizing experience utilizing the 
several metallizing processes. 


Here you have maximum range of choice in ceramic body selection, 
in metallize method selection, in metal part composition and con- 
figuration, and in facilities for inspection and testing. Centralized 
responsibility saves time, permits better control of quality. 


Bulletin 612 is now available on request. 


Bulletin 612 has 16 pages of metal- Bulletin 613 excerpts 4 pages of stock 
lizing details to help you find just the items in low and high temperature 
right combination for your application. hermetic terminals. 
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4 From basic ceramics through various metallizing, 
plating, brazing and testing procedures in one 
plant under one responsibility at American Lava. 


A subsidiary of 
Minnesota Mining and 
Manufacturing Company 





S° the date you need any 
standard type coaxial cable 
on the job, and Chester will meet 
it... with from-stock shipments 
of one of the country’s most com- 
plete lines of coaxial cable. 


With Chester cable you can 
make a quick selection of exactly 
the right cable for each specific 
application. From micro-waves to 
missles ...in conformance with 
military or commercial specifica- 
tions... for military or commer- 
cial applications...there’s a 
Chester cable tailored to your 
design and requirement. 


For special cable problems, 
you can depend on Chester to 
custom-engineer the correct 
cable to meet your specifica- 
tions. Select the type conductor, 
insulation, jacket, and armor 
which your requirements de- 
mand. But, be sure you select 
Chester for the cable ‘‘job- 
tailored” for you. 
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NEW, 
Chester’s 
fact-packed 
coaxial cable 
selection guide. 
Write for your 
free copy. 








CHESTER 
CABLE CORP. 


CHESTER N.Y. 


A SUBSIDIARY OF 
TENNESSEE 
CORPORATION 


SPECIFY CHESTER wie ND CABLE FOR ALL YOUR ELECTRONIC EQUIPMENT NEEDS 
Coaxial Cables * Hook-Up Wiré + Multi-Conductor Cable » Appliance Wire * Audio Wire e Miniature Wire and Cable « High Voitage 
Wires «High Frequency Wires «Antenna Loop Wire* Annunciator Wire» Telephone Wires and Cables Television Transmission Lines 
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brush INSTRUMENTS 


DIVISION OF 


Only Brush Chart Paper is designed as an integral component of precisely engineered Brush Direct 
Writing Recording Systems. The full potential of these systems cannot be realized unless all 

of the original components are utilized. They’re engineered as a total entity. Imitation papers cannot 
match the precision ruling, dimensional stability and super-smoothness of Brush Chart Paper. 

Take no chances—specify Brush and you can rely on your records being accurate, permanent, easily 
read and easily reproduced. Stocks available from strategically located branches and 

sales representatives throughout the United States and Canada 


Write for samples 

of actual tracings on 
Brush Chart Paper. 
Ask for 

‘Brush Engineered 
Recording Supplies’. 
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Gamewell made a sector pot with .0006” wire. This subminia- 
ture sector pot is wound with .OOO6” wire at over 1000 turns per 
inch. Required winding length tolerance is only .0OO5”. ® Here's one 
example of the hundreds of ‘special’ pot design requests that 
Gamewell is answering with an unqualified YES. ® Find out what 
Gamewell YES service — Your Engineered Specials service — 
can do for you. Write to Gamewell today for the Be aor . 
complete facts. “your @ngineered Specials service Ewell 


THE GAMEWELL COMPANY, POTENTIOMETER DIVISION, 1413 CHESTNUT STREET, NEWTON UPPER FALLS 64, MASSACHUSETTS. A SUBSIDIARY OF E. W. BLISS COMPANY. 
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The Mesh Cathode 
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| AN ITT BREAKTHROUGH IN RADAR SWITCH TUBE DESIGN 


This seemingly delicate web of wire is actually the most Mesh cathode construction, in addition to its mechanical 
rugged and structurally stable construction ever de- advantages, offers improved emission per watt in com- 
veloped for power tube cathodes. Consisting of a fine parison with conventional cathodes, as well as quick 
cylindrical mesh instead of the usual filament configura- heating and superior temperature stabilization. The 
tion, the exclusive ITT mesh cathode is now available cylindrical design results in an emission pattern that 
in a number of high-performance pulse triodes and uses more of the available grid surface and thus re- 
power diodes. The triodes are specifically designed for duces grid emission problems. This latest ITT power 
radar switching applications; the diodes are ideally tube “first” is probably the closest existing approxima- 
suited for rectifier, clipper and charging service. tion of a theoretically ideal “physicist’s cathode.” 


Write for information on the complete MODULATOR TRIODES - PULSED OPERATION HIGH VACUUM POWER DIODES 


line of ITT pulsed modulator triodes PEAK 
° ° ° CURRENT 
and power diodes, Application (amperes) 


assistance is available for your Vnectiter | oo | 3 | a2 | 


. 0-1033 | Shunt or 
ae pe : Ltd i ce 


D-1034 | Shunt or 
Charging 


D-1038] Shunt or 
Charging 
1 At rated filament voltage ” | Rectifier | 65 tt? 
2 At elevated filament voltage D-10 ae | 6s | wo | - | 


ELECTRON TUBE DEPARTMENT & COMPONENTS DIVISION 


INTERNATIONAL TELEPHONE AND TELEGRAPH CORPORATION, CLIFTON, NEW JERSEY 


ITT COMPONENTS DIVISION PRODUCTS: POWER TRIODES AND DIODES « IATRON STORAGE TUBES » HYDROGEN THYRATRONS 
TRAVELING WAVE TUBES « SELENIUM RECTIFIERS » SILICON DIODES AND RECTIFIERS * TANTALUM CAPACITORS 
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Stanford Reveals Progress in Laser 


PRODUCTION OF MICROWAVE signals 
by photomixing near-neighbor axial 
mode components of the output 
spectrum of a ruby optical maser 
(laser) is reported by a Stanford 
Electronics Laboratory research 
team. Photomixing is possible up 
to at least 3,600 Mc. The achieve- 
ment has significant implications 
for communications systems em- 
ploying microwave-modulated light. 

The photomixing procedures and 
parallel work in laser modulators 
and microwave phototubes were de- 
scribed during a recent four-day 
conference at Stanford University. 
The meeting, which also covered 
work on other research activities, 
was aimed at cross-fertilizing ideas. 
Industrial scientists and represen- 
tatives of government contracting 
agencies attended. 

Among other projects reported 
were: 

© Liquid-state adaptive memory 
unit called the memistor. It was 
demonstrated in a neuron device 
called Adaline, for Adaptive Linear 
Classification Machine. Further 
development of Adalines and Mada- 
lines (for Many Adalines) may lead 
to analog memories and to com- 
puters which can be “trained” 


Professor A. E. Siegman, of Stanford University’s elec- 
trical engineering department (above), B. J. McMurty 
and their optical superheterodyne receiver. Elements are 
laser, lens mounted on stand and twt in a housing 
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rather than programmed in detail, 
or which would respond physically 
to stimuli. 

® Successful operation of equip- 
ment for epitaxial deposit of thin 
film silicon crystals on silicon sub- 
strates. Negative or positive type 
films can be grown at thicknesses 
ranging from 1,000 Angstroms to 
20 microns with resistivity from 40 
ohm-cm to 0.01 ohm-cm. Grown 
layers are unaffected by the sub- 
strate’s conductivity, permitting 
fabrication of lightly-doped layers 
on heavily-doped substrates. The 
technique makes possible two de- 
vices under study, a negative re- 
sistance diode and a high frequency 
metal oxide-silicon capacitor. 

e Systematic study of round-the- 
world propagation, at 12 Mc to 30 
Mc, with a cooperating transmitter 
and receiver at the same location. 
Such propagation can be achieved 
during sunrise and sunset hours, 
except during strong magnetic dis- 
turbances. 

@ Pulsed ferrite microwave power 
generator, using small garnets sub- 
jected to pulsed magnetic fields. Ex- 
periments aimed at eliminating the 
need for an r-f input signal were 
reported successful. 
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eFar infrared, submillimeter 
grating spectrometer for studying 
rare earth crystals and other far- 
infrared maser materials. It uses 
a helium-cooled GeSb photodetector 
sensitive in the range of 60 to 160 
microns, or 2,000 to 5,000 Ge. 

The investigations of laser modu- 
lation-demodulation were reported 
by A. E. Siegman, B. J. McMurty, 
S. A. Harris and W. W. Anderson. 

Output of a pulsed ruby optical 
maser is a short, intense burst of 
semicoherent light at wavelengths 
centered about 6,943 Angstroms. 
To be useful for communications, 
the burst must be modulated at the 
transmitter and demodulated at the 
receiver to recover transmitted in- 
formation. 

Microwave light modulation may 
be accomplished by shifting the op- 
tical absorption edge of a semicon- 
ducting crystal with a strong elec- 
tric field. It may be possible to 
modulate the optical absorption and 
transmission characteristics of the 
crystal at frequencies beyond micro- 
wave. Semiconductor materials un- 
der study include amorphous sele- 
nium, cadmium selenide and 
selenium tellurium mixtures. 

On the receiver end, the problems 





Z (A) 
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Dual-beam oscilloscope traces at left (A) show twt’s r-f 
output (upper traces) and cathode photocurrent. At right 
(B), are r-f output at 2,410 Mc, as detected by super- 
heterodyne receiver (upper traces), and laser light output 
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Communications and Neuron Memories 


include detecting and demodulating 
the arriving light signals. A mi- 
crowave-modulated light beam 
striking a photocathode will cause 
the emission of a correspondingly 
modulated beam of photoelectrons. 
At microwave frequencies, however, 
conventional techniques of electron 
multiplication are not effective. 

Stanford’s approach is to com- 
bine phototube and microwave am- 
plifier techniques to produce micro- 
wave phototubes. Such a tube might 
act as the front end of an optical 
superheterodyne receiver. When 
two light beams of different fre- 
quencies impinge on a photocathode, 
photomixing occurs, producing am- 
plitude modulation of the emitted 
beam of photoelectrons at the sum 
and difference frequencies. 

The Stanford team has observed 
a microwave difference signal when 
the output from a ruby laser was 
focused on the oxide cathode of a 
traveling wave tube (a modified 
Sylvania type 530 with a 2,500 to 
4,000-Mc range; the cathode was 
exposed to the laser output). 

Adjacent axial modes (optical 
resonances between which the num- 
ber of axial nodes along the laser 
rod increases by one) are spaced at 
about 602 Mc in the laser used. 
Within the twt bandwidth were ob- 
served discrete signals centering at 
1,800, 2,410, 3,000 and 3,600 Me, 
representing “‘photo-beats” between 
third- through sixth-nearest neigh- 
bors in the laser-mode spectrum. 

Heterodyning between the simul- 
taneous discrete optical frequencies 
in the laser output took place in the 
twt cathode, according to the re- 
port, producing microwave ampli- 
tude modulation of the beam cur- 
rent. 

Operational receivers would use 
a laser as a local oscillator and focus 
its output and incoming signal si- 
multaneously on the cathode. If 
a twt were used, the helix would 
serve as an i-f amplifier for the 
difference signal. 

Photomixing was also described 
as a promising tool for the study 
of laser. Line widths of individual 
components in the output spectra 
can be measured to accuracies two 
magnitudes greater than by high 
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resolution spectrographic methods. 

Reports on Adaline and its mem- 
istors were given by Bernard Wid- 
row and P. R. Low. Memistors are 
small electrochemical cells. Memory 
is based on resistivity, which can 
be varied and set quickly by elec- 
troplating copper on a tin oxide 
coated rod. Each memistor has a 
conductivity ratio of 100:1, with 
infinite resolution. A current of 2 
ma can put a cell through an entire 
conductivity change in 15 seconds. 

Adaline has 16 memistors and 
inputs and a single output. The op- 
erator determines what response 
he wants—plus or minus—from a 
given set of inputs and sets up this 
response for the neuron by varying 
the resistance of the memistors. 
By repeating such a training proc- 
ess, a memory is created which 
stores information in a diffuse man- 
ner. The memory can then produce 
reasonable responses to. stimuli 
close to those on which memory was 
trained. 

Widrow compared possible neu- 
ron memories with a core memory 
with a capacity of 65,000 words 32 
bits long. A bank of 32 Adalines 
would be trained on 1,000 to 5,000 
experiences while the core memory 
would require 65,000 experiences to 
be filled. The cost of the neuron 
memory, he said, would probably 
be less than 1/1,000th of the core 
memory. 

It has been shown, he said, that 
Adaline can be trained to recognize 
geometric patterns, perform logical 
functions and store digital informa- 
tion. Input is mechanically trig- 
gered at present. Eventually, photo- 
cells and other transducers will be 
used. “Photocells will give us a real 
eyeball, able to distinguish one visi- 
ble object from another,” Widrow 
commented. Certain light patterns 
would elicit definite responses. Re- 
sponses could be expressed through 
servos in physical actions, simulat- 
ing a complete psychological-type 
process. 

Other possible applications for 
Adaline include solving multistage 
decision problems such as air photo 
interpretation, translating writing 
to speech and speech to writing, 
and visual identification and classi- 
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Bernard Widrow shows a 
conceptual version of Adaline 
called “Knobby Adaline’. It 
uses rheostats instead of 
memistors. Plus or minus 
voltage settings of the knobs 
are quantized on the meter 


fication of different objects. 
Stanford has signed a contract 
with IBM to experiment on tieing 
Madeline in with a 1620 computer. 
The computer’s core memory could 
act as a “cold storage” for thou- 
sands of patterns learned by the 
fication of different objects. 


Transceivers Permit 
Two-Way Interpretation 


POCKET F-M transceivers helped 16 
Venezuelan students crack the lan- 
guage barrier during a University 
of Michigan seminar this summer. 
Stethescope-like earphones and mi- 
crophones allow teacher and inter- 
preter to carry on a _ running 
conversation without two-way 
switching. The interpreter relays 
questions and answers’ between 
teacher and students, who hear only 
the interpreter. The transceivers 
transmit up to 100 feet, allowing 
conversation on field trips or in 
noisy surroundings. 
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Resonators Step Up Klystron Power 
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Side view (left) and end view of extended interaction klystron resonator cavity 


KLYSTRON MICROWAVE amplifiers 
under test at Sperry Electronic 
Tube division of Sperry Rand are 
reported by the company to boost 
power, efficiency and bandwidth be- 
yond the limits of conventional kly- 
strons. The tubes are expected to 
inaugurate a new family of power 
amplifiers for such applications as 
space communications, _ satellite 
tracking and radar astronomy. 

Called extended interaction kly- 
strons, the tubes use an adaptation 
of a circuit originally devised for 
electron accelerators. The extended 
interaction circuit, or resonator 
(see sketch) allows modulation or 
demodulation to take place over a 
longer effective distance than the 
distance offered by a conventional 
cavity gap. 

Five pairs of parallel, hollow cy- 
lindrical rods make up a transmis- 
sion line that propagates a standing 
wave. Electrons are accelerated 
along this wave as the electron 
beam moves in synchronism with 
the forward-wave component. 

The circuit has an_ effective 
length some eight times longer 
than the conventional klystron gap, 
but does not increase the physical 
length of the tube. Since the rods 
are hollow, they may be used to 
circulate coolant within the tubes. 

Small size of gaps used in kly- 
strons that operate on the bunching 
principle (electron velocity is al- 
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tered as the electrons pass gaps in 
a series of cavities), has restricted 
power output, Sperry says. It 
claims average power limitations of 
such conventional tubes designed 
for communications systems are 
now approximately 250,000 watts at 


Sperry scientist adjusts new tube 


1,000 Me or 25,000 watts at 10,000 
Me. 

Extended interaction circuits are 
expected to quadruple power limits 
while doubling frequency band- 
width. The basic circuit is reported 
to be a Stanford University design. 


India Spurs Its Electronics Industry 


INDIA IS GETTING its first transistor 
manufacturing plant. Establish- 
ment of the company, coming at a 
time when the Indian government 


B. H. Wadia discusses crystal proc- 
essing at New England plant 


is seeking to spur electronics manu- 
facturing, may provide the catalyst 
for rapid growth of the electronics 
industry in that nation of more 
than 400 million people. 

Semiconductors Private, Ltd., is 
building the plant in Poona, 120 
miles southeast of Bombay. An in- 
dustrialized area, India’s military 
headquarters and site of one of the 
subcontinent’s largest schools, 
Poona is considered by some as the 
focal point for electronics industry 
growth. 

American production equipment 
is now en route to Poona. The com- 
pany hopes to begin producing alloy 
type, germanium’ entertainment 
grade transistors next June. It 
plans to expand into more sophisti- 
cated semiconductor operations and 
possibly other electronics fields. Ini- 
tial employment will be 100. 


electronics 





The company’s engineering nu- 
cleus has been trained at Raytheon 
plants in the U. S. Raytheon, which 
holds a one-third interest in the 
company, will continue to supply 
capital equipment, training and 
eigineering information. The re- 
maining interest is held by two In- 
dian businessmen, Indersen_ T. 
Mirchandani and Taru J. Lalvani. 

Technical manager is Behrman 
H. Wadia, an alumnus of the Uni- 
versity of Bombay at Poona. He 
holds graduate degrees from Stan- 
ford, has worked at Machlett Labor- 
atories, headed a research labora- 
tory in India and taught at the 
Indian Institute of Technology. 

Semiconductors Private expects 
to find a ready market for transis- 
tors in the Indian radio industry, 
which produces about one million 
sets a year. The industry has been 
gradually going into transistor sets 
during the past three years. Other 
mass markets are anticipated in re- 
cording equipment and television. 
Tv is still in the experimental 
broadcast stage in India. 

Fewer than 10 percent of its ra- 
dio component requirements are 
made in India. Transistors sell at 
several times the free market price. 
A chronic shortage of foreign cur- 
rencies has resulted in severe im- 
port limitations. Prices are boosted 
by import duty, licensing and allo- 
cations and transportation and dis- 
tribution costs. 

The Indian government is en- 
couraging foreign investment in 
electronics and has given electron- 
ics high priority in its five-year de- 
velopment plan. Military electron- 
ics equipment is largely imported, 
but Wadia and other native engi- 
neers are hoping to convince the 
government that a domestic capa- 
bility for military production is in 
sight. Government encouragement 
of industrial process control devel- 
opment is expected to add to the 
growing demand for India-made in- 
strumentation. 

In the last 10 years, says Wadia, 
Indian officials and business leaders 
have come to realize that electronics 
must become one of the nation’s 
major industries. 

“The back-pressure is there—de- 
pendence on imports, the currency 
exchange problem, the need for in- 

(continued on p 24) 
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Pl "“tape-centered” 
data handling systems 





The difference between success and failure of a space-age project is 
often determined by the effectiveness of its data-handling system. Where 
magnetic tape recording is part of the system, you can insure higher 
performance levels and greater reliability by specifying a Pl ‘‘tape- 
centered"’ data handling system. PI systems are engineered to effectively 
utilize all the advantages of magnetic tape. By specifying a Pl inte- 
grated data system, you get the benefit of un- 
divided responsibility from the transducer to 
the computer input. May we help you plan your 
next data system? Just drop a note or contact 
your local Pl engineering representative. 





All-solid-state Precision 7 Recorder 
provides doubled frequency 
response — high reliability for 
space-age data handling. 











PRECISION INSTRUMENT COMPANY 
101! Commercial Street * San Carlos, California 
Phone: LYtell 11-4441 ° TWX: SCAR BEL 3O 
REPRESENTATIVES IN PRINCIPAL CITIES THROUGHOUT THE WORLD 
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here —at last 
is real stability! 


0.01% total — from this new 
transistorized power supply 


Add up all the factors: line and load regulation of 0.0005%; 
short-term drift of 0.001%; and, hum and noise of 5Ouv rms. Result: 
total stability of 0.01%! 

Krohn-Hite’s new Model UHR-T361 transistorized power supply 
is an important new bench supply for development, measurement and 
research. Its phenomenal stability also makes it ideal for component 
tests, and powering computer circuits. 

Voltage range: 0-36 volts. Current: 0-1 ampere. AC output 
impedance: 250 microhms. Transient response: 25 usec. Line voltage: 
115/230; 50-400 cps. 

The extremely tight line and load regulation of the Model 
UHR-T361, plus its remote sensing feature, permit remote operation 
with better regulation at 100 feet, 0.001%, than most other supplies 
at their termirtals. The supply also features remote voltage control 
for automatic programming. 

Constant voltage or constant current can be obtained from this 
supply. The voltage is constant under pulsed or steady-state resistive 
or reactive loads. The current is constant to within 0.01%. 

Krohn-Hite’s new UHR-T361 is convection-cooled, and fully pro- 
tected against short-circuit, overvoltage, overtemperature, and on/off 
voltage surges. 

Get full information on the UHR-T361, and the 3, 5, and 10 amp 
Krohn-Hite transistorized power supplies. 


KROHN-HITE CORPORATION 


580 Massachusetts Avenue « Cambridge 39, Mass. 
Pioneering in Quality Electronic Instruments 
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. . . India Spurs 


dustrialization, the tremendous, al- 
most untouched market,’ Wadia 
says. “A catalyst is needed to touch 
off the growth explosion and we 
think our company will provide that 
catalyst.” 

Wadia points out that engineer- 
ing talent provides the principal 
ingredient of a domestic industry. 
Indian students anxious to return 
to their homeland after technical 
education abroad have had scanty 
prospects. Since formation of the 
transistor company, he has received 
inquiries from some 120 U. S.- 
trained engineers and students. 


Tunnel Devices Seen as 
Next Microcircuit Step 


DEVELOPMENT of thin-film tunnel- 
emission devices for use in high- 
performance microcircuits is re- 
ported by the solid-state physics 
laboratory of Lear, Inc. The com- 
pany expects such devices to follow 
transistors and diodes as the next 
generation of active devices. 

At present, Lear is working on 
techniques for evaporating conven- 
tional transistors and diodes, based 
on previously developed methods of 
depositing single-crystal films. 

Tunnel-emission elements will be 
easy to make, economical, have high 
operating speed, substantial power 
capability and will be resistant to 
nuclear radiation damage, says the 
report. Both active and passive 
microcircuit components can be 
vacuum deposited. The active ele- 
ments will be dielectric films 50 to 
100 angstroms thick. 


Tunnel-emission thin-film devices 
are tested with this setup by Lear 
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AEC Renews Food Irradiation Studies 


ATOMIC ENERGY COMMISSION has be- 
gun a new program of research in 
radiation processing of perishable 
foods. Emphasis has been shifted 
from sterilization of food for long- 
term storage. Current aim is to de- 
velop low-dose methods akin to pas- 
teurization, which would inhibit 
microbe growth for days or weeks 
as an alternative to freezing while 
foods are shipped to remote mar- 
kets. 

Low-dose processing is believed 
to have an early chance for commer- 
cial success, particularly for sea- 
foods and fruits. Meanwhile, the 
Army Quartermaster Corps. will 
continue research into sterilization 
by high-dose irradiation. The Army 
is constructing a laboratory at 
Natick, Mass. It will include an 
18-kilowatt variable linear acceler- 
ator capable of providing 24 million 
electron volts, and a 1.1 megacurie 
cobalt source. 

For the low-dose program, three 
research irradiators have been com- 
pleted. Each uses about 25,000 
curies of cobalt-60 and is equipped 
with auxiliary controls and equip- 
ment to permit experimental food 
processing under widely varied con- 
ditions. The atmosphere is control- 
lable, temperature may be varied 
from 10 F to 150 F and gamma flux 
is approximately 250,000 rads per 
hour. 

Two irradiators have been in- 
stalled, at MIT and the University 
of California; the third will be lo- 
cated at the University of Washing- 
ton. These irradiators are trans- 
portable. Irradiators able to go to 
the harvest site are believed neces- 
sary for commercial application. 
A market survey of the fisheries 
industry, for example, showed that 
70 percent of potential users would 
prefer the irradiator located on the 
fishing vessels. 

In addition, an in-plant irradia- 
tor is being designed at Brookhaven 
National Laboratory. It will require 
approximately 300,000 curies of 
cobalt-60. Its irradiation chamber 
would contain 72 food packages, 
conveyed through shielding walls 
by a conveyor in a labyrinth. 

The low-dose research program 
also includes several parallel pro- 
grams, including sprout inhibition 
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in vegetables, disinfestation of 
grain and insect control. Canada 
and Russia have approved consump- 
tion of sprout-inhibited potatoes 
and France is readying such ap- 
proval. 


Swiss Help Indians 
Start New Radar Plant 


NEW DELHI—Swiss electronics man- 
ufacturer, Contraves, A.G., of Zur- 
ich, is collaborating with the Indian 
Defense Ministry to set up a plant 
at Bangalore in southern India 
close to the government’s Bharat 
Electronics. The new facility will 
manufacture specialized radar 
equipment. 

Initial plans call for production 
of fire-control radar for tanks and 
antiaircraft installations. The 
Swiss firm will provide technical 
know-how in return for lump-sum 
payment and a ten percent royalty. 

Future plans call for manufac- 
turing a variety of radar equip- 
ment. Indian observers say, how- 
ever, that security wraps have been 
placed on further production de- 
tails. Financial details have also 
been withheld but it is understood 
that over the next five years the 
joint project will involve an invest- 
ment of some $20 million. 


Big Wheels, Small Tubes 


RCA employees are framed by 
wheels used to load lead wires for 
nuvistor tubes. More than a million 
of the tubes have been produced 
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capacitors 
ultra-high precision 
with a 


NEW DEGREE 
RELIABILITY 
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SOUTHERN ELECTRONICS CORP. has 
long been a leader in the design and 
manufacture of high-precision tubular 
Capacitors, and has pioneered in sup- 
plying them for critical applications 
in computers, missiles, communications 
and other high-grade military and com- 
mercial equipment. They are made to 
the same standards as our high pre- 
cision polystrene capacitors so widely 
accepted for military applications. 

SEC tubular capacitors are manufac- 
tured under unusually critical quality 
control standards, resulting in toler- 
ances as low as 0.5% in most values, 
and hermetic sealing guarantees accu- 
racy over wide environmental changes. 

SEC tubulars are available in a wide 
range of tolerances to meet your needs, 
from 100 mmfd. to any higher value, in 
polystrene, mylar, metallized mylar, tef- 
lon and dual-dielectrics. 

All SEC tubular capacitors meet or 
exceed the most rigid MIL-SPECS. 

In addition, we manufacture a com- 
plete line of tubular capacitors for 
commercial applications. Let us know 
your requirements. 


Write today for detailed technical 
data and general catalog. 
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SOUTHERN, 


ELECTRONICS; 


150 WEST CYPRESS AVENUE 
BURBANK, CALIFORNIA 
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Bendix 2N1008 medium- 
power, medium-speed 
series solving design 
problems on wide front 





Called the “‘workhorse of the tran- 
sistor industry,” the new Bendix* 
Driver Transistor series is winning 
the nod from more and more engi- 
neers daily. These men find it the 
answer to audio frequency and 
switching applications requiring 
extra performance. 

The Bendix units combine higher 
voltage rating and high current 
gain with more linear current gain 
characteristics for low distortion 
and more efficient switching. 

It. is this kind of extra quality— 
combined with exceptional dependa- 
bility and versatility that’s making 
these special Bendix devices the 
choice of more and more design 
engineers every day in answering 
audio frequency and switching appli- 
cation needs. Further advantages: 
Cost is low, and delivery in JEDEC 
TO-5 packages is fast. 

For full details, write BENDIX 
SEMICONDUCTOR PRODUCTS, HOLM- 
DEL, NEW JERSEY. *TRADEMARK 














Typical Bendix 2N1008-equipped multivibrator circuit used in digital computers 
as a frequency divider, and in other medium-speed triggering applications. 








APPLICATION, PERFORMANCE DATA INDICATE BROAD USAGE BENDIX SEMICONDUCTOR DIVISION 


MAXIMUM RATINGS TYPICAL OPERATION HOLMDEL, NEW JERSEY 
Pc Tj T storage hfe fab l Vce (Sat) 





TYPE 


NUMBERS > —_ 
Cc ic= 10 mAdc ic= 100 mAdc 
Ib= 10 mAdc 
| 


eet Main Office: South Street, Holmdel, N. J.—Ph: SH 7-5400 
* New England Office: 114 Waltham, Lexington, Mass.— 
ideal for such applications as: Ph: VO 2-7650 Detroit Office: 12950 West 8 Mile Road, 
Detroit 37, Mich.—Ph: JO 6-1420 ¢ Midwest Office: 

TRANSISTOR DRIVER « AUDIO AMPLIFIER (CLASS A OR B) 2N565 York Rd., Elmhurst, Ill, —Ph: BR 9-5050 © West Coast 
POWER SUPPLY e SERVO CONTROL e AUDIO OSCILLATOR Otten: 117 Ee. Providencia Ane, Serbo, Colif.— Pha 
-3961 ¢ Canadian Affiliate: Computing Devices o 

MOTOR CONTROL e RELAY DRIVER e POWER SWITCH Canada, P.O. Box 508, Ottawa 4, Ont. © Export Offices 
Bendix International, 205 E. 42nd Street, New York 17, N.Y, 
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How Five Engineers Became Executives 


WHAT COMBINATION of experience, 
drive and talent jells into the right 
mixture so one engineer will be 
chosen to fill a higher-paying, more 
responsible position, while another 
—his counterpart—lags behind? 

William A. Hertan, president of 
Executive Manpower Corp., New 
York and Washington, D. C., cites 
five case histories of electronics en- 
gineers his firm has recruited for 
clients over the past two years. 

“These case histories are not 
unique—they’re typical, and we’ve 
purposely selected those that prove 
a point,” Hertan said. 


Case number one, broad experi- 
ence: A 43-year-old electronics en- 
gineer (BSEE) is now divisional 
vice president of a communications 
organization at a salary of $35,000. 
His responsibilities include super- 
vision of sales, accounting, re- 
search, credit and production. Seven 
years ago he was a plant manager 
for a controls manufacturer earn- 
ing $14,000. 

To acquire broader and more di- 
versified experience, he joined a 
management consultant firm and 
spent the next five years as a spe- 
cialist in manufacturing studies, 
procedures and programming. He 
succeeded because he expanded his 
experience. This reflects sound 
career planning. 


technical 
paper: Two years ago, we recruited 
a young— (age 34)—engineer 
(BSEE, MSEE) who specialized in 
loudspeaker, amplifier and trans- 
former design, and placed him with 
a high fidelity equipment manufac- 
turer at a salary of $12,000. We 
understand he is now assistant re- 
search director at approximately 
$20,000 a year. 

He was formerly employed by a 
smaller manufacturer of high fi- 
delity equipment at $9,500 a year. 
He gained attention by publishing 
a technical paper that was well 
received throughout the industry. 


Case number two, 


Case number three, self-educated 
executive: This man is now chief 
engineer in charge of research for 
an electronic defense systems firm 
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He is 36 years old and makes $24,- 
000 a year. 

He does not hold a college degree, 
yet his record of self-education is 
outstanding. After serving as a 
technical sergeant in the Signal 
Corps during World War II, he 
worked as an electronics technician. 

He knew lack of higher education 
could hold him back, so he took 
night school courses, university ex- 
tension courses and every course 
offered by his company, an aircraft 
manufacturer. He participated 
whenever possible in seminars and 
conferences. Promotions followed. 
Three years ago, he became assis- 
tant chief engineer in the elec- 
tronics defense division of the air- 
craft manufacturer, at $18,000. A 
year ago, he went to his new posi- 
tion. 


Case number four, the “lucky 
break”: This young man became a 
project leader at a salary of $16,- 
000 a year. He first came to our 
attention because his fiance’s en- 
gagement notice in a newspaper 
listed his name, position and educa- 
tion. We were looking for a man 
with his background in servo-mech- 
anisms. 

Although we call this the “lucky 
break,” in reality he would sooner 
or later have advanced because of 
his overall good record. Before 
winning his new post, he was thor- 
oughly checked out on education 
and knowledge in his specialty. 

Case number five, promotion 
from within: In some instances, we 
are responsible for electronics engi- 
neers receiving promotions from 
their own companies. In about five 
percent of our assignments this sit- 
uation occurs: after we narrow the 
selection of candidates to two or 
three people, one will tell his pres- 
ent employer that he is considering 
a new job. The employer offers our 
candidates more money or more 
money and a promotion to stay. We 
lose our candidate, but we know 
that we have contributed to his 
success. 

Perhaps the employer will evalu- 
ate his present staff for the next 
vacancy to be filled. 
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SEMICONDUCTORS NOW 
AVAILABLE FROM 
DISTRIBUTOR STOCK IN 


mong UP sl; < 


FACTORY PRICES APPLY! 


ATLANTA, GA. 
Ack Radio Supply Co 
331 Luckie St., 


BALTIMORE, MD. 
Electronic Wholesalers 
3004 Wilkens Ave.—Wlikens 5-3400 


BIRMINGHAM, ALA. 
Ack Semiconductors, 
3101 Fourth Ave. Ore airtax 2-0588 


BOSTON, MASS. 
Cramer Electronics 
811 Boylston St.—COpley 7-4700 


BUFFALO, N. Y. 
Summit Distributors 
916 Main St.—TT 4-3450 


CHICAGO, ILL. 
Newark Electronics 
223 W. Madison St.—STate 2-2944 


DETROIT, MICH. 
Rissi Electronic Supply 
14405 Wyoming Ave. Y Texas 4-8420 


GLENDALE, CALIF. 

R. V. Weatherford Co. 
6921 San Fernando Rd. 
Victoria 9-2741 


LOS ANGELES, CALIF. 

Radio Product Sales 

1501 S. Hill St.—Richmond 8-1271 
MELBOURNE, FLA. 

Electronic Wholesalers 

1301 Hibiscus—PArkway 3-1441 
MIAMI, FLA. 

Electronic Wholesalers 

61 Northeast Ninth St. 

FRanklin 7-2511 


NEW YORK, N. Be 


Milgra —New Y 

136 Liberty St.— OREctor 2-4400 
Milo Electronics 
530 Canal St. 
Terminal—Hu 

236 W. 17th St oCHelsea 3-5200 


OAKLAND, — 


Elmar Electron 
140 11th St.— Higate 4-7011 


PHILADELPHIA, PA. 
Radio Electric Serv. Co 
701 Arch St.—WAlInut 5-5840 


SEATTLE, WASH. 
Seattie Radio Supply, ! 
2117 Second Ave. MAAN 4-2341 


WASHINGTON, D. C. 
Electronic Wholesalers 
2345 Sherman Way, N.W 
HUdson 3-5200 


W.—JAckson 4-8477 


—BEekman 3-2980 


Bendix Semiconductor Division 


HOLMDEL, N, J. 
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MEETINGS AHEAD 


Sept. 20-21: Industrial Electronics 
Symposium, PGIE of IRE, ISA, 
S - — AIEE; Bradford Hotel, Boston, 


._ oa ei 


Mass. 


5-WATT LOAD Oct. 1-6: Suppression of Radio In- 
; BS Eee terference, International Comm., 
RESISTORS CISPR, ASA, PGRFI of IRE; 


Univ. of Pa., Philadelphia. 


Oct. 2-4: Communications Sympo- 


sium, PGCS of IRE; Utica, N. Y. 


; Oct. 2-4: IRE Canadian Convention, 
In measurements of 50-ohm coaxial sys- Rexion‘€, Automotive Bide. ix- 
tems, the Bird 5-watt coaxial terminations | hibition Ao ei sar 
provide a known factor. , , Canada, 


As primary test equipment in field or 


Oct. 2-7 Astronautical Congress, In- 
laboratory, they are used as... 


ternational, IAE, ARS; Wash., 
50-chm impedance standards; D.C. 


terminations for slotted lines; ai ; 
: Oct. 3-12: British Computer Exhi- 
measurements of filter bition & Sy . EI : 
characteristics. | 1 wen Symposium, ectronic 
ee : , Engineering Assoc., Office Ap- 
terminations for insertion loss ij Trades: National Hall 
measurements, and; pllance, irades; ! ationa all, 
Olympia, London. 
other measurements where an 
accurate and reliable 50-ohm Oct. 6-7: Broadcast Symposium, 
termination is required. ss PGB of IRE; Willard Hotel, 
The low VSWR of the 5-watt ‘‘Termaline Wash.. D.C. 
resistors, their ability to withstand vibra- | 
tion, and their compactness in size makes Oct. 9-11: 
their use applicable to a variety of elec- 
tronic systems where a reliable 50-ohm 
termination is required. 


Oct. 9-13: 13th Annual Audio En- 
Eee eee weeen, B- gineering Society Convention 
Model 


and Exhibit; Hotel New Yorker, 
80-BNCM POWER RATING: 5S Watts Max. New York City. 
NOMINAL IMPEDANCE: 50 ohms 


USEFUL FREQUENCY RANGE: 0 to 11,000 mc | Oct. 11-13: Application of Digital 
VSWR: 12Max.to 4000 mc Computers to Automated In- 
1.1 Max.under 1000 mc structions, ONR, Systems Devel. 
SPECIAL VSWR: Can be provided Corp.; Dept. of Interior Audit., 
OPERATING POSITION: Any C St.; Wash: D. &: 
: B ISH: Silver Plated 2 “ 
— fare! — sige ees | Nov. 14-16: Northeast Research 
LENGTH: 3-3/8" Max. | . a 
Seats seine & Engineering Meeting, 
ngiock wanes NEREM; Commonwealth Ar- 
WEIGHT: 4 ounces 


mory and Somerset Hotel, 
OTHER BIRD PRODUCTS | Boston. 


National Electronics 
Conf., IRE, AIEE, EIA, SMPTE; 
Int. Amphitheatre, Chicago. 











Mar. 26-29, 1962: IRE Interna- 
tional Convention, Coliseum & 
Waldorf Astoria Hotel, New 
York City. 





Termeline”’ Cooxio “Thruline”™ Cooxiol “Termaline” 


RF Lood RF Filters Directiona RF Switches RF Absorption 
Resistors RF Wottmeters 
































ADVANCE REPORT 


May 22-24, 1962: Microwave Theory and 
Woattmeters } Techniques Symposium, PGMTT of IRE: 
Boulder, Colorado. Papers will be con- 

cerned with research, development, and 
applications in all areas of the micro- 


wave field. Prospective authors will sub- 
RD E L £ C T R 0 ® | C C 0 R e 0 4 AT | 0 oa mit, prior to Dec. 18, both 50-100 word 





abstracts and 500-1,000 word summaries 
. accompanied by up to 6 figures suitable 
30303 Aurora Rd., Cleveland 39 (Solon), Ohio for reproduction to; R. W. Beatty. 
CHurchill 8-1200 TWX CGN FS 679 Chairman, Technical Program commit- 
Western Representative: > pa 1962 Fadl National Symposium, 

Nati St ‘ 
VAN GROOS COMPANY, Woodland Hills, Calif. eo sureau of Standards, Boulder, 
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...roll on through pathless realms of space...Gilbert 


The Range Planning Department of Pan Am’s Guided 
Missiles Range Division is increasing its technical staff to 
meet the demands of the accelerated space progress, as a 


part of a well-organized systematic expansion program. 

GMRD's Range Planning engineers plan the instrumen- 
tation, facilities and logistics necessary to support tests of 
the nation’s most advanced aerospace systems on the At- 
lantic Missile Range. Plans are developed for specific pro- 
grams such as DY NASOAR and CENTAUR, as well as 
for general expansion and improvement of the range. 
Major planning areas are in logistics, data acquisition sys- 
tems, data support and facilities. 

The Range Planning Department offers men with crea- 
tive ability and initiative the opportunity to proceed from 





PATRICK AIR 


concept to hardware. The programs are important .. . the 
funds are available ... the tools are at hand. The need is 
for technically respected people with leadership ability to 
carry out these programs. 

New career positions are also available in engineering 
and operations. Physicists, engineers and mathematicians 
with B.S., M.S. and Ph.D. degrees are invited to submit 
resumes in confidence. Address Professional Employment 
Manager, Guided Missiles Range Division, PAN AMERI- 
CAN WORLD AIRWAYS, INC., Dept. W-42, P. O. 
Sox 4336, MU 113, Patrick Air Force Base, Florida. In- 
quiries will receive prompt replies and all qualified appli- 
cants will be considered for employment without regard 
to race, creed, color or national origin. 


GUIDED MISSILES RANGE DIVISION 


FORCE BASE, FLORIDA 





BE THE FIRST IN YOUR BLOCK TO DRIVE A 1937 PACKARD 
this fine Classic Car 


A 1937 Packard—12 cylinder Coupe in mint condi- 


W tion and, to pick it up, a weekend flight for 2 to Southern 
California on a new first class, non-classic airplane. 


If you miss narrowly you get $1 ,000 
Third place is worth $300 


sue wis ot rus WHICH PSI AD IS BEST? 


Three different PSI ads appear on the pages fol- 
lowing this spread. Our switchboard operator has 
money riding on one. The Assistant Quality Assur- 
ance Control Chief likes another. Our Advertising 
Manager thinks they’re all nice. It’s a problem — 
for you to decide. And easy. All you have to do is— 


Read the 3 ads (carefully, please, the ad 
manager is sensitive) and rate them 1-2-3. 
Use ESP, Ouiji Board, or just guess. 


Then guess how many first place votes each 
ad in your 1-2-3 order will get. 


Write your answers on one of the entry cards 
bound into this magazine following the last 


PSI ad and mail it fast. The closing date of the 
contest is October 15, 1961. 


Now wasn’t that easy? And that’s all you have 
to do. We'll do the rest... counting and judging 
... Which is certainly no reference to your hon- 
esty. It’s just that we'll have all the cards. 
Which seems fair. 

First prize will go to the entry which comes 
closest to picking the number of votes for the top- 
rated ad, and, naturally, the correct order. Second 
and third prizes will go to folks who get next 
nearest and next, next nearest. 


Here are some more rules and hints. It might 
help you win if you'll read them. 


PLILILILN HELPFULSILILILILTLTLTLTLLTLILn OFFICIAL CONTEST RULES 


HINTS FOR CONTESTANTS 


It is not necessary for you to be an expert. 
Our own preliminary investigation reveals some 
pretty hairy sounding guesses. You are welcome 
to use psychology, a digital computer, even 
zoology if you think it'll help. 

However, here are a couple of small hints 
that might get you started. The 2 magazines in 
which the contest appears have a combined 
paid and controlled circulation of 96,000. Some 
people read both magazines, which is one reason 
why we chose them in the first place. But 
nobody knows how many. 

And then there’s “pass-along”, which is not a 
cowboy show, but is the result of some generous 
fellows letting others read their magazines, 
which we think is nice. Multiply by 3.4 for this 
factor. 

Then you have to figure that some people 
won't enter, which is the only thing about it 
that seems unfair to us. 

The total number of first place votes for any 
of the 3 ads could range anywhere from 2,000 
to 75,000. Now, doesn’t that offer plenty of 
room for your guesses? 


1. Read 3 ads (A, B and C) on following pages. 
Indicate on one of the official entry blanks 
(bound in following ad C) your opinion of how 
contest entrants will rate each ad in order of 
advertising effectiveness. Then estimate num- 
ber of contestants who will select each of the 
ads as being the most effective. There is 
nothing to buy. 
2. Winners will be chosen on basis of accuracy 
in guessing: 

a. Order in which most entrants in contest 

will rate 3 ads. 
b. Total number who will vote for top- 
rated ad. 

In event of ties, entries most closely guessing 
number of votes for second-rated ad (or, if 
necessary, third-rated) will win. 

if further ties exist, entrants will be re- 
quired to write a statement in 25 words or 
less telling why they selected top ad. In case 
of ties after statements have been submitted, 
duplicate prizes will be awarded. 
3. First prize winner will get 1937 Packard 
12-cylinder coupe (see picture)—Engine 
#906495-B; California License VJU 966. 
Winner, if living over 100 mi. from Los Angeles, 
will also get a one-way first-class air line 
flight for 2 persons from his home town to 
Los Angeles. They will be week-end guests of 
PSI for car presentation and title transfer at 
PSI plant. Winner will also receive fuel and 
oil for return trip to winner’s home together 


with $100.00 deductible collision insurance 
and comprehensive. (PL and PD to be supplied 
by winner through own insurance broker.) In 
event winner elects to ship car by public car- 
rier, PSI will reimburse expense to extent of 
distance covered, based on 8 mi.-per-gal. of 
fuel and an engine oil change every 1,000 mi. 
Second prize, a check for $1,000.00 (one thou- 
sand dollars) will be mailed to second prize 
winner's business address. Third prize winner 
will receive a check for $300.00 (three hundred 
dollars) mailed to his business address. 

4. Contest is open only to persons actively 
engaged in electronic field in the 50 U.S. 
states, D.C. and in Canada. Employees of 
Thompson Ramo Wooldridge inc., its divisions, 
affiliates, subsidiaries, distributors, advertis- 
ing agencies and The Reuben H. Donnelley 
Corporation (judging firm) are not eligible. 
5. All entries must be on official entry post- 
cards (in present issue, this magazine) or 
obtained from Pacific Semiconductors, Inc. 
by writing: Advertising Dept., 12955 Chadron 
Ave., Hawthorne, Calif. 

6. All entries must be postmarked no later 
than Oct. 15, 1961, and received in Los Angeles 
by Oct. 25, 1961. Only one entry per person 
and one prize per family. All entries will be 
mailed to: PO Box 16, Los Angeles 51, Calif. 
7. Winners will be notified by mail about, 30 
days after contest’s close. No entries returned; 
all become property of sponsor. 
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MOVE SEVEN STALLS UP IN THE COMPANY PARKING LOT 


If you have ever suffered the indignity of a second class 
parking space—had to stand by while protocol usurped 
your rightful place—then you know frustration. If you 
have ever sneaked past a Vice President in the company 
cafeteria line, you know the meaning of one-upsmanship, 
and the fiendish glee which accompanies it. 

Now, with a victory in this PSI contest, you can accom- 
plish both. End that deep frustration, because your 
Classic 1937 Packard-12 rightfully belongs next to the 
President’s common carriage. And just think of all the 
competitors you'll be one up on—for this automobile 
wasn’t even ordinary in 1937. 

You'll have great fun dropping your wallet in strategic 
meetings, careful that it falls open to your membership 
card in a Classic Car Club. Idly, you can mention the 
Concourse d’Elegance at Pebble Beach, the Polo Club in 
Darien, Connecticut, or the joys of Boca Raton in winter. 

Not to mention the sheer pleasure of driving this mar- 
velous machine, waving casually, or grandly, as the mood 
assails you, to folks who knew you when. Think of the 
opportunities to smile quietly, cast your eyes down with 
some modesty, as friends exclaim in admiration over the 
virginal appearance of the upholstery, its discreet use of 
chrome, its obvious good taste. To them, you are a man 
among men, a master of the art of gracious living. 

And there will be your own feelings to consider. The 
sense of belonging with the uncommon, those who under- 


stand the elegance of the past. The feeling of command 
as you wheel through traffic, all eyes on you. The knowl- 
edge of smooth, quiet power, accompanied by size and 
weight adhering to the philosophy that these are the 
factors to provide comfort and safety in motoring. 

There will be those who will be awestruck by the gleam- 
ing black finish of your automobile. And times when you 
can quietly mention your Packard-12 engine has a dis- 
placement of 473 cubic inches, a bore of 3 - 7/16 inches, 
a stroke of 414, inches, a wheel base of 134 inches, 5,255 
pounds of massive strength and comfort. Such informa- 
tion may be all you’ll need to bring tears to your sports 
car afficianado friends. You can even squash the miles- 
per-gallon type with the quiet disclaimer that your classic 
car runs beautifully on regular gasoline. 

And think of the joy of inviting a golfing companion 
to place his bag in one of the locked hatches on either 
side. Or perhaps insisting you drive to a meeting with 
two vice presidents in the rumble seat. 

Lest you believe our generosity ends with this mag- 
nificent automobile, let us hasten to add right here, the 
trip for 2 to pick it up in Lawndale, California. Right 
there is something to talk about. How many people do 
you know who have had a free flight to Lawndale? 

Do enter the contest right now. It may be a way to alter 
your life, your hopes, your dreams considerably—to gain 
prestige— to shake empire builders at their very cores. 


@B Pacific Semiconductors, Inc. 
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V rnc vosica Logic Switch 


for your Computer Design! 


2N920 -2N919 


FAST SWITCHING - LOW Vee (Sat) ° LINEAR hee versus lc and Ver 
LE DIFFUSED SILICON PLANAR TRANSISTORS 


Look what happens in fast switching circuitry... 


TRANSISTOR TYPE tON tOFF ‘TOTAL 


PSI! Laminar (Triple diffused planar) 5 5 10NSec 


Micro-Alloy Diffused > oe iy eangie 6 
Epitaxial 6 8 14 = 


Mesa (double diffused) 1.31 221 = 
Planar (double diffused) i213... (SCHEMATIC — CIRCUIT B) 





It’s logical to specify PSI Logic Transistors 


ADDED ADVANTAGES of low leakage, better stability under varying environmental conditions 


and inherent greater reliability —as well as switching performance competitive in all aspects 
with germanium logic transistors! 


PRICE PARITY with germanium switches of competitive speeds is rapidly being reached. 
Volume in 1962 will wipe away any remaining differential. 


When epitaxial transistors have come of age and are proved reliable they will provide a ready 
second source to the production-proved PSI Triple Diffused Planar transistors. 


EXPERT FIELD ENGINEERING SERVICE is immediately available. There are PSI field offices from 
coast to coast. Call one of them now! 


} y J > q - 4 4 ¥ o | 
Macific Oemicon Tu (ors, INC. 
"a \. SUBSIDIARY OF THOMPSON RAMO wooLoRiDcE Inc. ® 12955 CHADRON AVE., HAWTHORNE, CALIFORNIA 


32 CIRCLE 32 ON READER SERVICE CARD 


electronics 





Why PSI is ONE of 
America’s TOP TWO 
IN SILICON TRANSISTORS 


Pacific Semiconductors, Inc. was first to make silicon computer diodes 
commercially available, and is the industry’s number one diode source. 
Until early 1960, PSI’s transistor development was largely concentrated 
on providing certain vital transistors for satellite communication programs 
e493 and developing broad technology in basic transistor techniques. Since that 
it as time this work has led to explosive growth in silicon switching transistor 
capability. Why? 


dvanced ReD 


Original PSI research led to the first Triple Diffused Silicon Mesa Tran- 
sistors nearly four years ago. Its objective was to attain large volume pro- 
duction of devices with extraordinary electrical characteristics—very fast 
switching, extremely low saturation, superior high current and small signal 
beta and broad VHF versatility. Products of that research are the now- 
famous 2N1505-2N1506 VHF communication transistors, the 2N1899 
high frequency power transistors, the 2N1837 premium switch, the 2N920 
logic switch and the PT601 core driver transistors—along with scores of 
less glamorous but equally important “work horse” transistors for every 
application in today’s and tomorrow’s design. 


usinesslike engineering 


including product services, quality control and applications engineering in 
its framework—is a completely self-sufficient and dynamically-growing 
PSI operation. PSI triple diffused, isolated base (planar) production tech- 
nology is turning out medium and low power core drivers and switches 
which are equal to or better than any specifications available in the industry 
These devices are available in TO-5, TO-8, TO-18 and the new TO-46 and 
TO-51 packages. 


oordinated marketing 


The PSI transistor operation happily teams the theoretical and the prac- 
tical—all the way from R&D to the field engineers. The ultimate selling 
price of a new device is considered just as realistically as the exciting elec- 
trical characteristics of the device itself—in the PSI Coordinated Market- 
ing philosophy. 

When your problem requires Advanced R&D— Businesslike Engineering 
—Coordinated Apes amr like to have the privilege of talking it over 


@BPucific Sem iconductors, Inc. 
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“/° reasons why 


Aas YOU SHOULD SPECIFY 


PSI TRANSISTORS 


< 
5 


8/83)8/8/8/3/8/3/8 3/3): 
= 
38 
g2- 


z< 
|8/8/8|a\m/3)m\m))a 5g 
3/35 


3)3/8/8/8|8!8/8\8/ 8/8/54 = 
aiclels|tis|e\a|s/8/8/F 


1leiz 


amiss? «=| 2.0 
a 
2N1837A 2.8 
antes 2.0 
2N1408A 28 
20etete_ 2.0 
2N1410A 28 
PTsse 2.0 


eee aS a 
PTSSOA 28 


B\Blalaisis/8/8 
gisisis|RiRisis 
ala|ale|a|s|elo 
S\5\s\8/3\8\8\8 


2N1613 
2Nt7It 
2N1883 


gigisisisisigisigisisisisisisisis|s 
MSS Ol Sel alelalal aia aial: 


28 
13.0 
_— 
13.9 
21900 125.0 5 


261901 125.0 5 


*SEE DATA SHEETS FOR CONDITIONS 


Power Gain 
@ f=100mc 
. 5 ’ Typ. 
cae —_ 








15db Po=.2W 
6db Po=.2W 
18db Po=0.35W| 10.5db Po=0.35W | 7db Po=0.35W 
- 13db Po=0.4W | 10db Po=-0.3W 
10db Po=1.8W | 8dbPo=1.2W | 6db P. 
12db Po=1.8W |  10db Po=1.2W | 8.5db Po-1W 
10db Po=5W 6db Po =6W 5db Po=6W 
12db Po=5W 8db Po=7W 6db Po=7W 
~ 10db Po=3W = 
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HF HIGH POWER TRANSISTORS 


5 me Class C 
Veso| Vcer Amplifier 
Min. | Min. ‘ Power | Power | Pkg. 
Out | Gain 
125W | 10db | Single End 
10db | Single End = 
10db | Single End | 
10db | Double End | 
| Double End PSI ‘'Single-Ended” 
Double End Power Package 
Single End 
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RAR AIATAMiTaAnA 


Official 
Entry Cards 


“WHICH 
PSI AD 

IS TOPS?” 
CONTEST 


WIN THAT PACKARD 
YOUR CARD 


Take a card... 

Fill it out... 

mail it in. 

It’s addressed... 
and postage paid. 
(Back up 5 pages for 
the rules.) 


YOUR FRIENDS 


“Pass along” readers are 
welcome, too. 

Anybody connected with the 
electronics industry qualifies 
for this. 


ENTER NOW! 
CONTEST CLOSES 
OCTOBER 15. 


FOR MORE ENTRY CARDS 


Write: Advertising Dept. 
12955 Chadron Ave. 
Hawthorne, Calif. 

Or, phone nearest 

PSI Sales Office (below). 
They may still have a supply 
on hand. 


i) Lacifi 


SALES OFFICES 


NEW YORK—870 Breneaey, Newark 4, New Jersey « 
HUmboldt 4-5616 * TWX: NK 
Boston—471 Washington Street, Wellesley 81, Mass. * 


es > o> - e —ed @ eins 


“WHICH PSI AD IS TOPS?” 


Pacific Semiconductors, Inc. 





Ad # is TOPS. And it will be voted FIRST by 


(INDICATE A, B, OR C) 





(NUMBER OF ENTRANTS) * 


Ad # is 2nd. BUT it will be voted FIRST by 








(NUMBER OF ENTRANTS) * 


Ad # is 3rd. BUT it will be voted FIRST by 


*For ball park figures, see ‘‘Helpful Hints’ — 5 pages back. 








(NUMBER OF ENTRANTS) * 


NAME: 





TITLE OR JOB: 





FIRM: 





ADDRESS: 





CITY: 





= = Calle cl ll el ee lela tice eal eel oelien eel ealeaiedieetaialil 


‘ao > o> - i ap i el @ ein 2) 


CEdar 5-0171 


Ve Genesee Street, Syracuse, New York * 

PENNSYLVANIA—No. 4 Townshi Line Road, Philadel- 
phia 17, Pa. * RAndoilph 5-1626 + TWX: JNKTN 1064 

Baltimore—1811 North Rolling Road, mes 7, Md. 
Wlndsor 4-3622 « TWX: WDLN MD 23 

ILLINOIS—6957 West North Avenue, Ook Park, Illinois « 
Village 8-9750 + TWX: OKP 1547 


6-4600 


“WHICH PSI AD IS TOPS?” 


Pacific Semiconductors, Inc. 








Ad # is TOPS. And it will be voted FIRST by 


(INDICATE A, B, OR C) (NUMBER OF ENTRANTS) * 


Ad # is 2nd. BUT it will be voted FIRST by 








(NUMBER OF ENTRANTS) * 


Ad # is 3rd. BUT it will be voted FIRST by 


*For ball park figures, see ‘‘Helpful Hints’ — 5 pages back. 








(NUMBER OF ENTRANTS) * 


NAME: 





TITLE OR JOB: 





FIRM: 





ADDRESS: 





CITY: ZONE: STATE: 





Semiconductors. Inc 


\ A SUBSIDIARY OF THOMPSON RAMO WOOLDRIDGE INC. 
canine 


12955 CHADRON AVE., HAWTHORNE, CALIFORNIA 


Dallas—P.O. Box 6067, Dallas, Texas ¢ Riverside 7-1258 

Detroit—1204 No. Woodward Ave., Royal Oak, Michigan ¢ 
Lincoln 8-4722 

St. Paul—1602 Selby Ave., St. Paul 4, Minn. * Midway 5-9351 

Missouri—3100 Kinglsey Dr., Florissant, Mo. * MA 1-4353 


CALIFORNIA—8271 Melrose Ave., Los Angeles 46, Calif. 
OLive 3-7850 


San Diego—2223 El Cajon Blvd.—Room 211 *« 
CYpress 7-3951 


Palo Alto—701 Welch Road—Suite 205, Palo Alto, Calif. 
DAvenport 1-2240 


DISTRIBUTORS IN MAJOR ELECTRONIC CENTERS COAST-TO-COAST 


1010 








BUSINESS REPLY MAIL 


First Class Permit No. 41411, Los Angeles, California 





Pacific Semiconductors, Inc. 
P.O. Box 16, L.A.51, Calif. 
Los Angeles, California 


Postage 
Will Be Paid 
by 
Addressee 





BUSINESS REPLY MAIL 


First Class Permit No. 41411, Los Angeles, California 





Pacific Semiconductors, Inc. 
P.O. Box 16, L.A.51, Calif. 
Los Angeles, California 


15° PRIZE 
W] N $1,000 CASH 
2N0 PRIZE 
$300 CASH 
3°° PRIZE 


see six preceding pages 


PSI DISTRIBUTORS 


Western 

ASTRONICS, INC. 

9310 9310 North Central, Phoenix 20, Ariz. 
CASHIN TIPTON, INC. 

3270 arecees ‘st., San Diego 10, Calif. 
AC 2-0408 (714) TWXSD-6456 (U) 
ELECTRONIC PARTS CO., INC. 

222 Truman St., N.E., Albuquerque, N.M. 


ELECTRONIC SUPPLY CORP. 
ay 5 €. Foothill Bivd., Pasadena, Calif. 


U 1-5291 
ELMAR ELECTRONICS, INC. 
140 — 11th St., Oakland, Calif. 
TE 4-3311 (415) 
INLAND ELECTRONIC SUPPLY CO., INC. 
715 E. Broadway, Tucson, Arizona 


KIERULFF ELECTRONICS, INC. 

1106 Morena Bivd., San Diego 10, Calif. 

BR 6-3349 RI 7-0271 

K-TRONICS 

ry Byram 1 on : Aagwes 15, Calif. 
18-5231 

McDONALD ELECTRONICS, INC. 

1275 Sherman Street, Denver 3, Colo. 

AM 6-3421 

SANTA MONICA RADIO PARTS CORP. 

1517 Second St., Santa Monica, Calif. 

EX 3-8231 UP 0-7676 

SEATTLE RADIO SUPPLY, INC. 

2117 — Ave., Seattle 1, Wash. 

MA 4-2345 (206) 

STANDARD $ SUPPLY CO. 

225 E. 6th South St., Salt Lake City 10, Utah 

EL 5-2971 


Midwestern 

GLENDALE ELECTRONICS SUPPLY CO. 
12530 Hamilton Ave., Detroit, Mich. 

TU 3-1500 

GRAHAM ELECTRONICS SUPPLY, INC. 
122 S. Senate Ave., Indianapolis 25, Ind. 
ME 4-8486 TWX IP- y* x 

HANDLAN ELECTRONICS, INC. 

615 So. _" St., St. Louis 2, Missouri 
MA 1-0231 


LEW BONN CO. 

1211 La _— Minneapolis 3, Minn. 
FE 9-6351 

OIL CAPITOL ELECTRONICS CORP. 
708 S. ho. Tulsa A —_— 
TE 6-254 TWX TU-1818 (U) 
PACE ELECTRONIC SUPPLIES, INC 
6141 Touhy Ave., Chicago 48, illinois 


RO 3-6300 

PIONEER ELECTRONIC SUPPLY CO. 
5403 Prospect Ave., Cleveland 15, Ohio 
SU 1-9410 CV-970 

RADIO & TV SUPPLY CO. 

re tons Ave., Huntsville, Ala. 

J 

STERLING ELECTRONICS, INC. 

1616 McKinney Avenue (P.0. Box 1229) 
TWX HO-878 

Houston 1, — CA 5- ats 
Beaumont, Tex TE 3-750 
WHOLESALE ELECTRONIC SUPPLY 
2809 Ross Ave., Dallas 1, Texas 

TA 4-3001 


-114 
Fort Worth, Texas ED 6-0461 


Eastern 

ALMO RADIO CO. 

913 Arch St., Philadelphia 7, Pa. 
WA 2-5918 

Norristown, . BR Pg 
Wilmington 6-9467 
CRAMER ELECTRONICS, Inc. 

811 — St., Boston 16, Mass 
CO 7-4700 — ENterprise 6425 

D & H DISTRIBUTING CO., INC. 
2525 North 7th St., Harrisburg, Pa. 
CE 6-8001 

EAST COAST ELECTRONICS, INC. 
1012 Sligh Bivd. $.W., Orlando, Fla. 


CH 1-3353 

ELECTRONIC WHOLESALERS, INC. 
1301 Hibiscus Blvd. 

Melbourne, Fla. PA 3-1441 

Miami, Fla. FR 7-2511 

St. Petersburg OR 1-5171 
Orlando GA Feet 

Ft. Lauderdale WA 3 

ELECTRONIC WHOLESALERS, “NC. 
2345 Sherman Ave., N.W., Wash. 1, D.C. 


HU 3-5200 
E. G. LOMAS, DISTRIBUTORS 
227 Laurier Ave., W., Ottawa 4, Canada 


CE 2-8504 

PEERLESS RADIO DISTRIBUTORS, INC. 
19 Wilbur St., Lynbrook, Long Island, N.Y. 
LY 3-2121 WO 4-4334 

STACK INDUSTRIAL ELECTRONICS, INC. 
45 Washington St., Binghamton, N.Y. 

RA 3-6326 

Elmira, New York RE 3-6513 

Ithaca, New York es = a 
Kenmore 23, N.Y 

TERMINAL: HUDSON eLecTnonies, Inc. 
236 W. 17th St., New York 11, 

CH 35200 

WHOLESALE RADIO PARTS CO. 

308 W. Redwood St., Baltimore 1, Md. 
MU 5-2134 

York, Pa. YOrk 47-1007 

Export 

M.C.P. ELECTRONICS, LTD. 

86, Strand, London, W.C. 2 

WEmbley 1191 

Cable Address: MINCHEPRO, London 
Representing United Kingdom 

MACHINE & PRODUCTS COMPANY 

52 Wall St., New York 5, New York 
Whitehall 4-4370 

Cable ont — New York 
Representi og Oe 

HARWIT 1 ERNATION INC. 

1108 Venice Bivd., Los ome 15, Calif. 
Richmond 9-1615 

Cable Address: HARINTER, Los Angeles 
Representing Asia, 

South America, Japan 





ALL-NEW...0 abn as: 


now... measure 
true RMS value 
of virtually all 
waveforms 
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ACCURACY 1% 


BAND WIDTH: 
(10 cps-7 mc) 


Accurate measurement of complex waves is. now possible 
over a wide range of frequency with the NEW jf MODEL 910A. 


MODEL 9I0A 


For the first time one instrument provides 1% midband accuracy, 
10 cps to 7mc bandwidth, plus 100 u v sensitivity. For added versa- 
tility an amplifier output is provided for simultaneous oscilloscope 
or recorder monitoring. 

Model 910A employs a thermocouple located in the feedback loop 
of a sensitive DC amplifier to measure the actual heating effect of 
the input waveform. This circuit arrangement is the key to the rapid 
response and high calibration accuracy of the Model 910A and also 
prevents any error in reading due to ambient temperature variation. 
Isolation of the thermocouple from the input terminals by a high 
gain, ultra stable AC amplifier provides high input impedance and 
completely protects the thermocouple from burnout under any con- 
dition of overload. 

Model 910A is ideal for measuring AC currents in non linear de- 
vices, total harmonic content of distorted waveforms, noise, average 
power of pulse trains, and other measurements that involve wave- 
forms which are not necessarily pure sinusoids. 


Partial Specifications—jf MODEL 910A 


Voltage Range: 
Decibel Range: 
Frequency Response: 
Accuracy: 


Input Impedance: 


Crest Factor: 


Price: 


Prices and data subject to change without notice. 


A more complete description 


1 MV to 300V (full scale readings) 
—72 to +52 dbm 
10 cps to 7Mc 


+ 1% of full scale 50 cps to 
800 KC 

+ 2% of full scale 20 cps to 2Mc 
+ 3% of full scale 20 cps to 


3.5 Mc 
+ 5% of full scale 10 cps to 7 Mc 


10 megohms shunted by 30 pf for 
0.3 volt range and below. 10 meg- 
ohms shunted by 15 pf for 1.0 volt 
range and above. 


3 at full scale, proportionately 
higher for readings less than full 
scale. 

Cabinet Model—$545.00 


Rack Model—$565.00 
Prices f.0.b. factory. 


JOHN FLUKE MFG. CO., INC. 


a a ee P.O. Box 7428 Seattle 33, Washington 
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“Five -Hundzed TRACING PAPER 


Here is a new drawing medium truly worthy of your attention. Bruning’s Five 
Hundred is a tracing paper engineered for draftsmen —developed after a decade of 
testing and proving by America’s leading supplier to the engineering profession. 

Five Hundred tracing paper has all the qualities that valuable drawings need 
and deserve. More, it has them in outstanding degree: the translucency, the per- 
manence, the surface texture (each side slightly different for individual preference). 

Today, with the costs of engineering drawings higher than ever before, the 
paper on which they’re made should be the best obtainable—and the best is 


Bruning Five Hundred. Yet, this new drawing medium costs no more than con- 
ventional tracing papers. 


TRY IT...PROVE IT 


The real proof of this new tracing paper is, of course, your own test. 

So confident are we that Five Hundred will meet your highest expectations, 
we offer a large trial supply well below our cost. You have your choice 

of roll or sheets: simply mark the coupon. 


(BRUNING ) 
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special offer: trial supply plus informative booklet 


@ JUST ONE DOLLAR brings you the new Five Hundred 
in your choice of a 10-yard roll (36” wide) or 
100 sheets of 8% x 11—each sells for approximately $3.00. 


@ AND YOUR FREE BOOKLET! In the course of developing 
the new Five Hundred, Bruning researchers turned up 

many facts of real importance to all who use tracing paper. 
These helpful pointers are yours in a handy guidebook, 
“Tracing Paper Characteristics, and What They Mean to You.” 
it makes interesting reading. Check the box for your free copy. 








Charles Bruning Company, Inc. 
1800 Central Road, Mt. Prospect, Illinois 


In Canada: 103 Church St., Toronto 1, Ontario 


Please send materials | have checked below. My dollar (s) 
is enclosed. 


] 100 sheets Five Hundred tracing paper, 8/4 x 11 ($1.00) 
] 10-yard by 36” roll ($1.00) 


Free guidebook, ‘‘Tracing Paper Characteristics, and 
What They Mean to You” 


COMPANY. ceccccccccccsesesers 
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This is the PERFECT 
ap D)ot-) 5 ed -1- mam Bt- Hele) a- Ane) avg 


This low-cost, transparent “self-contained laboratory” 
is designed for laboratory or production procedures 
demanding a controlled, isolated atmosphere . . . 
whether it be dust-free, moisture-free, toxic compound 
confining, inert gas atmosphere . . . an almost 
endless list. 

Amsco’s disposable Flexible Film Dry Box is ideal 
for delicate transistor and diode assembly, experimental 
metallurgy, missile sub-assembly work, instrument 
assembly . . . even Alpha radiation studies. The clear 
plastic canopy enables technicians to work comfortably 
and swiftly with no eye strain. . 

When not in use the “envelope” may be collapsed 
into a compact package for convenient storage. Upon 
completion of certain studies, the canopy may be 
disposed of and replaced quickly and economically 
The chamber size is 48” long x 26” wide x 28” high and 
is provided with four ‘“‘working”’ ports, a large inter- 
change lock for introducing parts and several tubular 
ducts for service lines. Complete air filtration system 
is optional. 

Won't this low-cost, disposable 
Dry Box fit into your laboratory 
or production plans? An Amsco 
man will be happy to discuss the 
matter in detail . . . or write 
for bulletin IC-607. 


De 


Meena reer 509) AMERICAN 


Surgical Tables, Lights and 
related technical equipment for 
: : ae 


Be, Pees 


sa STERILIZER 


ERTE*PENNSYLVANEA 
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TEMP-PLATE* TEMPERATURE 
INDICATING STICKER 


Temp-Plates detect overheating of electronic components, vital 
airborne parts, industrial equipment, in a positive, direct manner. 
Simple, easy to use, irreversible, Temp-Plate is the thin little tab 
that sticks to the component, turns black when the temperature 
reaches any desired value between 100° and 1100°F. Impervious 
to ambient atmosphere and production line handling, Temp-Plate 
is accurate to +1%, provides 
for absolute indication of heat 
damage. Write now for literature. 


TEMP-PLATE/Pyrodyne, Inc. 
11973 San Vicente Blvd. 
Los Angeles 49, California 
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Seen 
(the new 


IDEA 
INDEX 


IN EBG? 


The INDEX to the editorial articles in electronics magazine, 
previously published annually in a December issue, now ap- 
pears ONLY in the EBG. Another original EBG idea that 
saves time and trouble for users! Keep your EBG copy on 
your desk! 


EXTRA! 


Also in the EBG are condensed ABSTRACTS of all the edi- 
torial feature articles which have appeared to date in 1961. 
Another reason why EBG is used more by all four — men in 
research, design, production and management. 


Actual Size 





PYRODYNE INC. LOS ANGELES, CALIF. 
TEMPERATURE INDICATOR 

z 

z 





110°F 120°F t3OrF 140°F 


BLACK WHEN EXPOSE 





Pant NO 240 


























MD: McGraw-Hill Publication, apy 
se." 330 West 42nd St:, New York 36, N.Y. “Se” 
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HERE’S ECONOMICAL, SIMPLE ANALOG/ DIGITAL 


CONVERSION for accurate systems measurements 
DYMEC a 
VOLTAGE. |, = 
TO-FREQUENCY 
CONVERTERS— 


building-block instruments for 
high-accuracy voltage measurement, 
independent of noise or hum 


Dymec Models 2210 and 2211A/B Voltage-to-Frequency Converters average out 
noise and hum to obtain high-accuracy voltage measurement. This is especially 
advantageous in systems applications. You get higher useful measurement 
accuracies than with other conversion techniques. 


Models 2210 and 2211A/B convert an input dc voltage to a proportional frequency 
of constant amplitude which is applied to a gated electronic counter to produce 

a direct digital reading of the input analog voltage. With a longer counter gate 
time you also can obtain the integral of the input voltage. The DY 5207-1 Converter 
permits similar measurement of ac input voltages and is programmable 

for both dc and ac voltage measurements. 


In addition to flexible systems use, especially effective in the presence of 
ac input interference, the Dymec Converter/Counter combination provides 
an inexpensive digital voltmeter for lab or factory. 


Models 2210 and 2211A provide four-digit resolution when used with a 1 second 
counter gate or three-digit resolution with a 0.1 second gate. Model 2211B 
provides up to 5 digits of resolution. 





Here are brief specifications of Dymec Voltage/ Frequency Converters. Call your Dymec/ Hewlett-Packard 
representative or contact Dymec direct for detailed data sheet and application information. 





Dymec 2210/2210R Dymec 2211AR/BR Dymec 5207-1 





(VDC, +, full scale) +10 +1 
+100 +10 
+1000 +100 / 


+100 +10 
+1000 +100 


DC. +10 100 { 100,000 cps 
+100 750 | 
+1000 


Ranges: +1 +.1 +1 +.1* +.1 1 
. 


{ +10 0 +1 \ +1 10 {ac ots. 
7. . 





Output Frequency: 0-10 KC 2211AR, 0-10 KC 0-10 KC 
2211BR, 0-100 KC 





Accuracy:** +0.06% 2211AR, +0.02% +0.06% dc 
2211BR, +0.03% +0.5%, 50-10,000 cps 
+0.75%, 20-100,000 cps 





Stability:*** +0.03% +0.02% +0.03% dc 





Price: DY 2210, $660.00 (cabinet) $1,250.00 (rack) $1,850.00 (rack) 
DY 2210R, $650.00 (rack) 




















*Available at extra cost. **Accuracy includes stability, is given in per cent of full scale and is affected by frequency and accuracy of calibra- 
tion, line voltage variations, temperature changes and accuracy of multi-range input attenuators. Figures given are those attained under 
normal operating conditions. ***Given as per cent of full scale per 24-hour day. 


Data subject to change without notice. Prices f.o.b. factory. 


A Division of Hewlett-Packard Company 


Dept. E-9, 395 Page Mill Road, Palo Alto, California » DAvenport 6-1755 (Area Code 415) TWX-117-U 
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PUT EXTRA 

SALES PUNCH IN 

NEW PRODUCTS WITH - 
MALLORY 
MERCURY 
BATTERIES 


FOOLPROOF PICTURES IN 10 SECONDS! 


The new Polaroid Electric Eye Land 
Camera automatically adjusts lens 
opening and shutter speed. Photo cell 
circuit is powered by long life Mallory 
Mercury Batteries, capable of at least 
one year’s service. No chance of 
corrosive leaks endangering the camera, 


electronics 





PRECISE VOLTAGE REFERENCE SOURCE 
for instrument calibration and lab tests, 
Mallory Mercury Reference Battery is accu- 
rate within + 4% of stated voltage. Glass- 
free, rugged construction. Can’t be damaged 
by overloads. Eight voltage outputs, 0 to 
10.8 volts, in 1.35 volt steps. 


HYPOTHERMIA PRECEDING HEART 
SURGERY involves remote measuring of tem- 
peratures. The Tele-Thermometer from Yel- 
low Springs Instrument Co., Inc. does this 
exacting work, with Mallory Mercury Bat- 
teries providing needed high electrical capac- 
ity per unit size. (2.5 volt cells, .66” dia. by 
1.3”, rated 1000 milliamp-hours, ) 


FIRST ELECTRONIC TIME PIECE ACCUTRON, 
by Bulova, guaranteed accurate to one min- 
ute per month, is designed to run a full year 
without battery change. To power the 
mechanism, Mallory Mercury Batteries as- 
sure long life, constant voltage discharge and 
freedom from gassing and leakage. 


September 15, 1961 


Miniaturization ... portability . . . extra long life 
. » « name the extra sales factor, and Mallory 
Mercury Batteries can add it! Want fewer bat- 
tery changes, longer storage life, fade-free service? 
Mallory offers far longer life, far higher capacity 
per unit size than conventional batteries! Bat- 
teries must have wide temperature range? 
Mustn’t leak? Make yours Mallory! Their con- 
stant discharge voltage is ideal for transistor 
circuitry, too. 


There’s a wide availability on a broad line of 
single or multiple voltage cells. Custom power 
packs developed on request. Write Mallory, 
the mercury battery pioneers, for consultation 
and engineering data. 


Mallory Battery Company PR MALLORV ACO In 
North Tarrytown, N.Y. 
a division of 


In Canada: Mallory Battery Company of Canada, Limited, Toronto 4, Ontario 
In Europe: Mallory Batteries, Limited, Dagenham, England 
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OLIS-HONEY WELL REGULATOR co. 


GRENIER FIELD, MANCHESTER, NEW HAMPSHIRE 


: NATIONAL 5-6971 

St., San Diego 9, BR 4-3131; 
- 2; Bell Electronic Corp. 

Inc., 3199 Park Bivd., 


SHIPPED CALIFORNIA: Atlas Electronics Inc., 
TODAY Bell Electronic Corp., 306 E- Alondra Bivd., Gardena, 
THRU 1070 O’Brien Drive, Mento Park, DA 3-9431; Fisher Switches, 
Palo Alto, DA 1-4080; Ley Co-, Elwyn W., 16514 So. Garfield Ave., Paramount, NE 
6-8339; N cs Co tury Bivd., Inglewood, OR 8-0441; 
CONNECTI i ‘ St., New Ha ST 7-7121; Radio 
Shack Corp.. 29H o .4371; D.C.: c Wholesalers 
Inc., 2345 Sherman . WwW. i 1, HU 3-5200; GEORGIA: Electro-Tech, 
inc., 690 Ss. W., Atla 0, PL 3-4128; ILLINOIS: Newark Elec- 
tronics Corp-, 2 : ST 2-2944; MASSACHUSETTS: Elec- 
trical Supply Corp., 
Corp., 730 Commonwealth Ave., Boston 
Supply Corp-, 94 Hamblin Ave., - 
Electronics 112 Third Ave., No. i 20; Stark 
St. Paul 3, ; RI: Van Sickle Radio- 
ers Radio Supply Inc., 
M Instrument Service 
ess Radio Distributors 
i Tech Equipment Co., 
85 Tenth Ave., N 225 High- 
land. Cross Rd., 
Whippany, 
Cincinnati 10, : Bra 
Union, Portland, BU 5-5205; PENNSYLVANIA: 


St., Philadetphia 3, L' 7-5285; RHODE 
1 G 


Providence 8, UN -2 : Geoph 
. Box #2214, Houston 1, CA 4-0621; Wilki 


a ve., P. 0. Box #1169, Dallas 21, Ri 7-1571; 
1, MA 2-7320. 


Instrument Co., 2137 2nd Ave., ‘ 
Honeywell International Sales and Service offices in all principal c 


SANE-DAY 

> 4S batt EVE 2 

26 in key cities throughout f2N'T of standard panel meters. DISTRIB 

standard Honeywell Met the country, insure you same-day shi —— 

. eters and prom ; " shipment on all 

instruments. Just get i pt handling of all 

, get in touch with orders for our top-quali 
him listed above our stocking distributor p-quality 
’ ne , 
METER et ae Representatives, or contact us pie you, (You’ll find 
» Mi : irectly: P 

N.H., U.S. A. In Canada oe Reeulator Com oe RECISION 

Toronto 17,0 ; , Honeywell Controls Limited SS 
, Ontario, Honeywell International Sales _ Honeywell 


Servic i i 
e Offices in all principal cities of the world.” (Hy Meters 
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Provides new degree of 
freedom in TV camera design 


CEA see 
wont et 





GEC’s new 7522 electrostatic focus and deflection vidicon 
was developed to fill the need for smaller, lighter, more 
versatile image pickup tubes. 


Hesse Mate Mina MSA — i Ss iS iil HR MP. ae 


= 


AS 


< hk tsa — EE — 


External components for magnetic focus and deflection 
have been eliminated and total power requirements for 
beam focusing and deflection have been reduced to less 
than 100 milliwatts, 


aps uae 


The GEC 7522 is capable of any type scan... sawtooth 
to spiral, over a wide and variable range of frequencies, 


The ruggedized version, the GEC 1343, was developed 
for aircraft and missile environments, Electrical chare 
acteristics are identical to the 7522, 


features: | | 
& Resolution 500 Lines ¥ Operates with completely transis- 
% Accelerating Voltage 300v torized circuits 
%& Deflection Voltage 30v per plate WW Size 7522 1"x6-1/4" 
%& Sensitivity .090 microamps / micro- 1343 1*x5-5/8" 

watts radiant energy at 4800A ¥& Availability From Stock 


For further information on this revolutionary new GEC Vidicon development, as 
wel/ as our complete line of pickup, scan conversion, and image conversion 
tubes, write today for information. 


ee « ewhere tube research begins 


GENERAL ELECTRODYNAMICS CORPORATION 


4430 POREST CANE e GARtLAWNO, TER AS 
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Shop 
here 
for 

Relays 


Block that shock! 


Leach balanced-arma- 
ture relays provide 
high resistance to 
shock (50 G’s) and vi- 
bration (15 G’s to 
2000 cps)in5to15 amp 
switching. They meet 
or exceed MIL-R- 
6106C, MIL-R-25018, 
and MIL-R-5757C. 
Choose from 4,000 
variations of 20 basic 
types ! 

Bulletin BA-859. 


LEACH 
literature anyone? 


Write for bulletins, write for informa- 
tion, write for details and specifica- 
tions. Or mail your request on the 
Reader-Service Card. 


Need help fast? 


LEACH 


46 
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Complete line 
of subminiatures for sale 


Leach crystal can relays give you big performance in small 
packages in every standard relay configuration. Standard, 
Half-Size, Sensitive and Magnetic Latch in 0.20 inch grid 
spacing and “lazy S” header. Each type is capable of switch- 
ing loads from low level to 2 amp in aerospace and electronic 
control applications. Bulletin CC-861. 


It’s what’s inside that counts 
in time delay relays 


Especially when milliseconds count! Note 
the printed circuit construction of Leach’s 
optional output time delay relays. This 
economical line of off-the-shelf electronic 
units includes time delays on release and 
time delays on operate—in a timing range 
of 100 milliseconds to 60 seconds. These 
standard components are available with 
fixed or adjustable timing to meet your 
most critical requirements. And they’re 
all 100% inspected during manufacture 
for highest reliability! Bulletin TD-200. 


Not a square in the whole family! 


inaaa 


. 


When only a round can relay will fit your need, Leach offers 
this family group in contact configurations of 2, 4 and 6 PDT 
and in contact ratings ranging from dry circuit to 10 amps. 

Bulletin RC-300 


Sales engineers in Leach District Sales Offices are eager to help you 
with critical application problems, or to see that you get fast delivery 
on prototype quantities from nearby Leach Distributors. 


Seattle 8, Washington New York, New York 
South Annex Bidg., Room 201 Los Angeles 17, California 405 Lexington Avenue, 
King County Airport 1101 Wilshire Blvd. Suite 3204 
Boeing Field HUntley 2-0790 YUkon 6-2520 
PArkway 5-6978 

< Dayton 2, Ohio Washington, D.C. 
Palo Alto, California 333 West First Street, Room 250 Suite 307 


814 San Antonio Road BAidwin 2-8652 1700 K Street, N. W, 
YOrkshiré 8-4408 STerling 3-1147 


CORPORATION SEU eeNneee 
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Want to find the coefficients? It’s easy with the 
new Regression Analysis program for the IBM 1620 


Here’s another program offered free-of- 
charge to users of the IBM 1620 Data Proc- 
essing System. It gives you the kind of 
results you might expect only from a much 
more expensive computer. But users of the 
1620 know that its low rental cost is decep- 
tive. The 1620 packs more computing power 
per cubic inch than any other computer in its 
size range. 

The Regression Analysis program is a 
good example. Suppose you want a fit for 
production purposes. If you employ more 
than two variables you probably have diffi- 
culty visualizing the representation of your 
data. If linearity is not the case, you must 
often guess blindly at a polynomial of high 
degree, accept or reject the fit with some- 


thing approaching a sixth sense, and either 
try again or settle for the results you have. 

The new Regression Analysis program lets 
you handle expressions containing up to 24 
variables. If you have the even more com- 
plicated task of handling many dependent 
variables, the program will generatt regres- 
sion coefficients with a maximum number of 
dependent variables not exceeding one-half 
the number of independent variables. 

This program will also fit non-linear func- 
tions and hyper-surfaces. Compare this per- 
formance with that of any other computer in 
the 1620’s price range. 

A basic 1620 installation rents for just 
$1600 per month. For details, contact your 
local IBM Representative. 


IBM’s 1620 is a compact 
desk-size computer. 


IBM. 


DATA PROCESSING 








10 to 100 mc 


COMPUTERS 





For a Ime or 100mc-clock Computer 


THERE’S A PHILCO 
150 mw 
MADT: 








Four new Philco 150 mw *Micro-Alloy Diffused< 
base Transistors bring even more versatility to 
industry’s most reliable transistor line. Now, you 
can benefit from MADT proven product advan- 
tages in a broader-than-ever range of applica- 
tions, including those that require high power 
. Tight Parameter Control; dissipation. In addition to an expanding line ¥ 
? ae 150 mw types, there’s the new ultra-high-spee 
. pt apa a 100 mw MADT type 2N 976—the world’s fastest 
; switch. There’s an MADT that gives you optimum 
cost efficiency for your specific requirements. 


Seven important circuit advantages, inherent in every 
Philco MADT, are: 


- Very Low Collector Capacitance; 
: Freedom from Latching; a For complete information on these high power 
- Excellent Temperature Stability; dissipation MADT’s, and application assistance 


- Industry’s Best-Documented Reliability. on any transistor circuit, write Dept. E9161. 


MADT’s z are 


immediately available 

in quantities 1-999 
rom your Philco 

| rial Semi- 


r Distributor 


s) SFamous fer Quality the World Over 
LANSDALE DIVISION, LANSDALE, PENNSYLVANIA 
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Experimental optical Faraday-rotation/paramagnetic-resonance detector 


New Concepts in Detecting 


Weak Electromagnetic Signals 


The weakest signal that 
can be detected has an 
energy of one quanta. 
Scintillation counters, 
for the X-ray band, are 
close to the limit of 
absolute sensitivity 
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By JAMES Q. BURGESS,* 
Antenna Laboratory 
Ohio State University, 
Columbus, Ohio 


IN SCIENCE AND TECHNOLOGY the de- 
tection of signals is a primary re- 
quirement. The signals may be elec- 
tromagnetic radiations, sound or 
pressure waves, chemical changes 
and particle or vapor emissions. 
Man’s fundamental detectors of sig- 
nals originating at a distance are 


Now with RCA, Cambridge, Ohio. 


sight and sound, with smell playing 
a smaller role. To the fundamental 
detectors man has added radar, 
radio monitoring, ir detectors, 
sonar, and similar aids, with the 
output of such devices usually being 
a visible or audible signal. 
Specialized detectors have been 
developed by plants and animals for 
detecting other than visible and 
audible radiations. These mechan- 
isms are of current interest because 
of their high sensitivity and com- 
pactness. Examples include: echo- 
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Munn 








parametric amplifier, maser), bub- 
ble and cloud chambers, G-M count- 
ers and some solid-state ir count- 
ers. These devices go through 
cyclical energy density fluctuations 
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FIG. 1—Systems and devices for detecting electromagnetic radiation are 
identified in accompanying table. The lines of constant temperature repre- 
sent equivalent noise power, and place a lower limit on detection 


location in bats and dolphins, infra- 
red sensing in the rattlesnake,” 
pressure sensing in the venus fly- 
trap, honeybee navigation by polar- 
ized skylight, odor sensitivity in 
dogs and some moths, celestial navi- 
gation by the homing pigeon, elec- 
tric field anomoly detection by elec- 
tric eels. 

In addition to these specialized 
external sensors, animals possess 
large numbers of internal sensors 
such as pressurereceptors, chemo- 
receptors, thermoreceptors and 
kinereceptors. Biophysicists since 
Galvani have known that the central 
nervous system is organized on elec- 
trochemical principles and (more 
recently) that the transmitted in- 
formation consisted of electrical 
impulses. The advent of electronic 
amplifiers permitted Adrian and 
Bronk (in the 1920’s) to connect a 
loudspeaker to the optic nerve of an 
anaesthetized cat and listen to these 
transmitted impulses. Since then 
electrosensory physiology has 
largely been concerned with the 
stimulus/response characteristics of 
nerve tissue. In all known cases the 
mode of information transmission 
is the same, though the speed may 
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vary widely depending on whether 
the nerve sheath is insulated or not. 
For these cases a local response is 
triggered whenever threshold stim- 
ulus is reached. These properties 
appear to reside in the outer cover- 
ing of the nerve fiber so that once it 
is triggered the local response can 
travel in either direction along the 
nerve fiber. This behavior suggests 
that nerve fiber can be represented 
by an equivalent distributed trans- 
mission line consisting of series R, 
shunt C and a negative shunt R. 
The negative resistance is explained 
by the selective permeability of the 
nerve membrane to Na’ and K‘* ions 
and can be used to explain the dual 
nature of nerve tissue both as a 
transmission line and as a highly 
sensitive detector at nerve endings. 
This negative resistance has been 
measured by Moore’® on the giant 
axon of the squid: the volt-ampere 
characteristic is similar to that of 
the tunnel diode. 

The negative resistance charac- 
teristic is important because it al- 
lows the application of theory 
already worked out for several man- 
made relaxation detectors such as: 
superregenerators (vacuum tube, 


in which, over some portion of the 
cycle, the stored energy density has 
the characteristic. 


Ew = Ey exp [Ac x t] (1) 


where E,,, is instantaneous energy 
density and E,,,, ig energy density 
at t = 0. Term A is a periodic 
function of t or E, both with an 
average negative value; A is posi- 
tive during the active portion of 
the cycle and negative during re- 
laxation. The large amplification 
(E,/E,,) possible in such detectors 
depends on the magnitude of the 
exponent. For large gains (e** =~ 
10"), slight variations in the expo- 
nent may cause undesirably large 
fluctuations in gain. In biological 
systems this problem is minimized 
by using many detectors and corre- 
lating their outputs. 

As the information is ultimately 
to be presented to the brain, the 
problem of detection is primarily 
one of sensing. For those emana- 
tions where man’s natural sensors 
can be used, the problem is simpli- 
fied. When natural sensors are not 
available, a chain of detecting de- 
vices are used: the input is the 
desired emanation and the output 
is one that can excite a natural 
sensor. This leads to several meth- 
ods of finding new detection tech- 
niques. The first is the historic 
method in which a successful detec- 
tion chain is modified through the 
use of some physical effect (mag- 
netic resonance, Mossbauer Effect, 
Edison Effect, Faraday Effect) to 
give an output dependent on the 
desired input. An example of this 
is furnished by the present efforts 
to devise imaging detectors for ir 
by adding an image converter 
tube to a television camera. One of 
the objections to this method of 
attack is that the overall reliability 
is less than the reliability of the 
worst detector in the chain. 

A second possibility for improv- 
ing detection techniques is to use 
the high sensitivity of natural sen- 
sors more effectively. Both the eve 
and ear have maximum sensitivities 
in excess of 10°” watt—equal to 
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or better than any man-made de- 
tector except the maser or cooled 
parametric amplifier. Therefore it 
should be possible to devise simple 
detectors whose power gain is as 
low as —20 db, and still obtain 
improvement over presently avail- 
able systems. Examples of work in 
this direction are the scintillation 
screen used to view x-rays, and the 
earphone, used to sensitize the ear 
to audio signals. In both cases the 
device is passive (no power gain) 


and only modifies the original stim- 
ulus. 

A third possibility is that new 
ways can be devised to couple pres- 
ently available detectors to the 
brain. Of the five senses, only 
two, sight and hearing, are used 
for anything other than their origi- 
nal purpose. While no experimental 
evidence either supports or dis- 
proves it, the operation of smell and 
taste sensors is apparently depend- 
ent on chemoreceptors whose im- 


pulse frequency is dependent on 
their local ionic environment. Based 
on this it might be possible to build 
a device to slip into the nostrils to 
detect the presence of radioactive 
fallout, in much the same way that 
an electrical arc can be detected by 
the odor of ozone. On the other 
hand, beneath the surface of the 
skin are large numbers of both 
heat-sensitive and pressure-sensi- 
tive nerve endings capable of being 
stimulated electrically. Because of 





TABLE OF SYSTEMS AND DEVICES PLOTTED IN FIG. 1 


Chopper-amplifier, Hewlett Packard Model 425A, can detect better than 10-* volt across 10° ohms with 0.2 cps bandwidth 
using optical chopper. 


Human ear at 2,500 cps. Best reported sensitivity is 5X 10—” watt. (Stevens and Davis, Hearing, p. 344, Wiley, 1938.) Band- 
width taken as 14 of lowest frequency (24 cps) of action potential in auditory nerve in cat. (O. Glasser, ed., Medical Physics, I, 
p 1,659, Yearbook Publishers, 1950.) 


Ionospheric scatter-propagation receiver operated at 49.8 Mc with indicated bandwidth of 100 cps can detect 1/10 yvolt across 
52 ohm load. (Ta-Shing Chu, Ionospheric Scatter Propagation at Large Scatter Angles, Antenna Laboratory, Department of 
Electrical Engineering, The Ohio State University, M.S. Thesis, 1 July 1957, AD 245 126.) 


Barretter operated at 10 Ge followed by 1 Ke center frequency, 4 cps bandwidth amplifier gives —90 dbw sensitivity using 
Narda 814 bolometer. (Reference given under detector 7.) 


1N26 crystal diode operated at 25 Ge followed by 1 Ke amplifier with 4 cps bandwidth. Sensitivity of —100 dbw is reported. 
(Reference listed with detector 7.) 


Synchronous detection with hybrid tee and narrow band audio amplifier gave — 144 dbw, 4 cps bandwidth. (Reference listed 
with detector 7.) 


D. Yaw, A K-Band Superhetrodyne System Using a Rotating Guide Phase Shifter, Report 444-19, Antenna Laboratory, 
Department of Electrical Engineering, The Ohio State University, 15 Feb. 1955. (Describes 25 Ge system with 4 cps band- 
width whose maximum expected sensitivity is — 150 dbw.) 


M. Uenohara and W. M. Sharpless, An Extremely Low-Noise 6-K Mc Parametric Amplifier Using Point-Contact Diodes, Proc 
IRE, 47, p 2,114. (The device noise figure measured at 90 degrees K for double-sideband operation was 0.3 db; this represents 
an excess noise figure of 21 degrees K.) 


Wade, Low-Noise Amplifiers for Centimeter and Shorter Wavelengths, Proc IRE, 49, p 883 May 1961. (S-Band twt’s reported 
with noise temperatures as low as 250 degrees K.) 


R. W. DeGrasse, H. E. D. Scovil, Noise Temperature Measurement on a Traveling-Wave Maser, Appl Phys 31, p 413. 
(Device noise temperature of 10.7 K at 5.81 Ge averaged over 37 measurements in 30 minutes.) 


Proc IRE, 47, p 9-64A, Sept. 1959. (Advertisement for Eppley Laboratories Inc., Newport, R. I. states Golay cell sensitivity 
of 6X 10-" watt rms equivalent noise input flat from microwaves to ultraviolet. Time constant 1.6 sec.) 


Proc IRE, 47, 9-53A, Sept. 1959. (Advertisement for Honeywell Military Products Group, Hopkins, Minnesota describing 
PbTe detector coupled to 77 degrees K operated at wavelength of 4.3 microns with 1 cps bandwidth whose sensitivity for unity 
s/n ratio is 7X 10-" watt.) 


O. Glasser ed., Medical Physics, 1, p 1,659, Yearbook Publishers, 1950. (“human eye... energy for visual excitation has 
repeatedly yielded results of the order of 100 quanta, varying between 58 and 148, using blue-green light . . . Due to scattering 
and losses in the eye . . . the actual effective number is 5-14”’.) 


Sproull, “‘ Modern Physics”, John Wiley and Sons, p 149, 1956. (‘‘.. . photocathode efficiency of about 1/20 electron per photon.”’) 


Condon and Odishaw, eds., “Handbook of Physics,” p 8, p 66, McGraw-Hill Book Co., 1958. (Multiplier phototube photo- 
cathode efficiency approaches 10~!.) 


J. Taylor and W. Parrish, Absorption and Counting Efficiency Data for X-Ray Detectors, Rev Sci Inst, 26, p 367, April, 1955. 
(presents data on relative efficiencies of G-M, proportional, and scintillation counters to show that scintillation counters are 
best detectors of X-rays with 90-99 percent efficiency.) 
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Cryostat of superconducting bolometer is in the foreground 
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FIG. 2—Optical Faraday-rotation/paramagnetic-resonance detector has 
narrow-band resonance, no frequency restriction below ultraviolet, esti- 


mated initial sensitivity of 10°” watt 


this it may be possible to sensitize 
the observer to a wide variety of 
external stimulii by placing detect- 
ing electrodes on the skin. 

The chart shown in Fig. 1 com- 
pares known detectors with known 
limits of detection. The limits of 
detection are considered to be set 
either by the impossibility of de- 
tecting energy in units smaller than 
one quanta or by the black body 
radiation falling on the primary 
detector. This black body radiation 
[E = hf/(e’'*" — 1)] is obtained 
from the part of the Planck radia- 
tion equation dealing with linearly 
polarized radiation in a single mode 
from a quantized harmonic oscil- 
lator and reduces to the familiar 
E = kT where kT>>hf. The slant 
line in Fig. 1, E = hf, represents 
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the energy due to one quanta per 
second of intercepted radiation, and 
provides the lowest possible energy 
to which a detector with a 1 cps 
bandwidth could respond. The 
quantum efficiency of a particular 
detector is obtained from the ratio 
of the energy sensitivity per unit 
bandwidth to hf, or from the length 
of the ordinate separating the FE = 
hf line and the point representing 
the detector. 

Energy sensitivity of various de- 
tectors have been plotted by four 
different methods, depending on the 
available data. Some detectors are 
plotted from system sensitivity and 
bandwidth; others use system equi- 
valent noise input, device noise 
figure, or the quantum efficiency. 

When overall systems are _ in- 


volved, the maximum sensitivity 
both for biologic detectors and man- 
made detectors seems to be between 
10°" and 10°" watt. The three de- 
tectors appearing below this level 
are plotted on the basis of the de- 
vice noise figure, so their apparent 
superiority depends on their out- 
puts being passed through noise- 
free channels. Over the interval 
between 10" to 10" eps (ir), the 
available detectors are less sensi- 
tive than those above and below by 
as much as seven orders of magni- 
tude. Even the ir sensors in rattle- 
snakes appear to be appreciably 
less sensitive than other natural 
detectors such as the eye and ear. 
This frequency band is important 
because it contains most of the 
thermal radiation of man and 
machines. 

Several devices or schemes have 
received some attention in the lab- 
oratory because they involve either 
a new physical principle, extreme 
simplicity, or extreme sensitivity. 

The schematic of an optical Fara- 
day rotation versus paramagnetic 
resonance detector is shown in Fig. 
2. A photograph of the apparatus 
is also shown. The detector was 
adapted from a method used by 
J. M. Daniels and his coworkers‘ at 
the University of British Columbia 
for measuring the spin lattice re- 
laxation time in neodymium ethyl- 
sulphate. Its attractiveness is pri- 
marily due to its lack of frequency 
restriction below ultraviolet, while 
retaining narrow band resonance. 
Its initial sensitivity has been esti- 
mated at 10° watts but this can 
probably be improved. 

The physical principle involved 
is the dependency of the rotation 
of plane-polarized light on the aver- 
age magnetic moment of the crys- 
tal. This may be described as 


6 = A, tanh +B, H, (2) 


uw Ha 
Sy 
where H, is the applied magnetic 
field, A, and B, are constants, pu is 
the electron spin magnetic moment, 
k is Boltzmann’s constant (1.38 x 
10 joules per degree K), T, is the 
effective temperature of the spin 
system and @ is the optical rotation 
in degrees per mm. The first term 
describes the paramagnetic contri- 
bution to rotation, the second term 
describes the dimagnetic contribu- 
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tion. In the detector the magitude 
of the first term is altered by mak- 
ing T, dependent on the microwave 
input power. 

If the electronic spin states of the 
crystal are Boltzmann distributed 
as in Fig. 3A, T, describes the 
equivalent temperature of the spin 
system. By adjusting the magnetic 
field for microwave resonance be- 
tween a pair of levels, microwave 
power is absorbed and the upper 
state population is increased at the 
expense of the lower state. This 
pumping action increases the aver- 
age spin temperature of the crystal, 
causing a net change in magnetic 
moment and thereby a net rotation 
of the plane of optical polarization. 
The limit to this process occurs 
when no more energy can be ab- 
sorbed so that these levels (2-3 in 
Fig. 3B) are said to be saturated. 
For a two level spin system, satur- 
ation corresponds to infinity spin 
temperature and a population inver- 
sion corresponds to negative spin 
temperature, which is the necessary 
condition for a maser. 

The Faraday-rotation/paramag- 
netic-resonance detector, Fig. 2, can 
be considered as the combination of 
an electron paramagnetic resonance 
spectrometer and an optical polari- 
meter. The polarimeter consists of 
an incandescent source, collimating 
lens, Polaroid polarizer, paramag- 
netic crystal with its ¢ axis parallel 
to the optic axis, a Polaroid analy- 
zer and a multiplier phototube de- 
tector. That portion of the dewar 
flasks in the optical path is left 
unsilvered. The paramagnetic spec- 
trometer consists of a microwave 
cavity with the crystal at a point 
of H,., max immersed in a liquid 
helium bath and a strong magnetic 
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field. In operation, the microwave 
power reflected from the cavity is 
measured as a function of the ex- 
ternal magnetic field, H,.. The 
electron spin resonance appears as 
a change in the cavity absorption 
for critical values of H,... 

Figure 3C shows the typical op- 
tical rotation as a function of H,.. 
to be expected with the microwave 
input power as a parameter, using a 
two level crystal. For a CaF. crystal 
using 0.67 percent Eu* doping, ro- 
tations as large as 17 degrees have 
been measured at 1.6 degree K with 
a relaxation time of ~ 200 millisec- 
onds. Using dark ruby (1.5 percent 
Cr ***)the results are 2 degrees and 
200 milliseconds." 

A microwave radiation pressure 
detector is shown in Fig. 4; the 
pencil in the photograph is pointing 
at the flexible cavity wall. The 
microwave energy entering the cav- 
ity has its E field parallel to the b 
dimension of the waveguide. By 
enclosing the end of the guide in a 
cavity the electric field is intensified 
by the Q of the cavity. The coul- 
omb force due to this field then 
distorts the piezoelectric cavity- 
wall so that the voltage between the 
piezoelectric plates becomes a meas- 
ure of the microwave power. As- 
suming a wall deflection <<b, the 
total force on the cavity face is 
given by 


QP 


od 


F, = (3) 
where Q is the unloaded cavity Q, 
P is microwave input power, o is 
microwave angular velocity, and } 
is the cavity dimension parallel to 
E vector. 

For 1 mw of 10 Ge power inci- 
dent on a cavity whose Q is 10' 
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using 1 » 3 inch waveguide, the 
force is approximately 10~ newtons. 
While this force is small and diffi- 
cult to detect by d-c means, it can 
be detected by making it vary in 
resonance with the piezoelectric 
plate. In this scheme the motion 
of the cavity wall produces only 
second order detuning of the cavity 
because its movement is along the 
noncritical dimension. An estimate 
of the ultimate sensitivity is ob- 
tained by assuming crystal and cav- 
ity Qs are equal, thus the power 
dissipated in the crystal is equal 
to that dissipated in the cavity. 
With present techniques it is pos- 
sible to detect energy levels in 
piezoelectric crystals as low as 10 
watt, so it should be possible to 
detect microwave signals as low as 
10°" watt. 

The microwave radiation pres- 
sure detector has been operated 
with aluminum foil diaphragm 
(shown in Fig. 4) instead of a 
piezoelectric crystal. With approxi- 
mately 20 milliwatts of 10 Ge radia- 
tion modulated near 1 Ke, feeble 
sounds could be heard coming from 
the foil surface. When the modula- 
tion frequency was varied the sound 
simultaneously varied in pitch. This 
demonstrates only the physical 
effect, not the practicability of such 
a scheme. Other variations of this 
scheme are possible. One of these, 
shown in Fig. 5A, uses the torque 
induced in a dielectric rotor by a 
circularly polarized wave %o operate 
a torsion galvanometer. Another 
scheme’ involves a shift in the fre- 
quency of a torsional pendulum 
whose rotating mass consists of a 
metallic ellipsoid making small ex- 
cursions about the equilibrium posi- 
tion where the ellipsoid axis and 
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FIG. 3—Electron spin population (A) and (B) and its relation to microwave detection are discussed in text. Typical 
optical rotation of a 2-level crystal as a function of applied d-c field (C) 
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FIG. 4—Microwave radiation pressure detector (A). Aluminum foil wall 
in experimental unit (B) detected 1-Ke modulation on 10-Ge signal 
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FIG. 5—String galvanometer detects microwaves by developing torque in 
dielectric rotor (A). Cryogenic bolometer (B) has theoretical possibility of 


detecting microwaves at 10°" watt 


the E field are parallel. Cullen and 
Stephenson® devised a mocrowave 
wattmeter using the tendency of a 
conducting vane to align itself with 
the microwave E field. This device 
is commercially available with a 
minimum detectable power level of 
1/10 watt. 

The change in conductivity of 
certain materials due to the in- 
fluence of radiation heating has 
long been used for the detection of 
such radiation. Since the sensitiv- 
ity of such a device depends on the 
ratio of conductivity change per 
unit heat input, the use of super- 
conducting materials with their 
small specific heats and large tem- 
perature coefficient of resistance 
can greatly increase the sensitivity 
of a bolometer detector. 

Figure 5B shows a schematic of 
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this type device for detecting micro- 
waves. The heater is used to keep 
the temperature of the supercon- 
ducting element at the point of max- 
imum sensitivity. The photograph 
of the experimental bolometer 
shows the cryostat containing the 
liquid helium in the foreground and 
various components of a resistance 
bridge in the background. Experi- 
mental sensitivity of this device so 
far has not exceeded 10°” watt, 
although its predicted maximum 
sensitivity is 10” watt.’ 

In general, these are other 
schemes and devices whose unusual 
properties may be of value in con- 
structing new or unusual detectors. 

It has been suggested that if 
gravitational waves could be gener- 
ated they would propagate through 
all known materials, including the 


earth. Figure 6 represents a hypo- 
thetical mechanism, based on New- 
tonian mechanics, for producing 
such radiation. Two masses m, and 
m, are arranged to oscillate along 
a line joining their centers. The 
point p, located at some distance 
from the center of mass, will be in 
the gravitational fields of both m, 
and m,. If these fields travel at a 
finite velocity there should be a 
lowest frequency of vibration for 
which the gravitational field at 
point p will have a time varying 
component along the axis at the 
vibration frequency, even though 
the center of mass remains fixed. 
This scheme is based on Caven- 
dish’s experiment in which the 
gravitational constant is deter- 
mined by the frequency shift of a 
torsional pendulum when the aver- 
age distance between large masses 
is varied. 

The property of some crystals to 
emit light or heat in proportion to 
their previous x and y radiation 
dosage is called thermolumines- 
cence. It is interesting because of 
its passive nature and long memory. 
Because energy is needed only dur- 
ing readout, this effect could be 
used as a remote sensor for periodic 
readout. 

In connection with recent work 
on optically pumped atomic reson- 
ance devices, several workers have 
proposed a scheme that in effect 
allows the one-to-one exchange of a 
low energy radio frequency photon 
for a high energy optical photon, 
with an energy gain dependent on 
their frequency ratio.” If optical 
pumping is used to populate level 6 
(see energy level diagram, Fig. 3A) 
at the expense of level 1, and the 
relaxation time between levels 1-2 
is much longer than the relaxation 
time of levels 2-6, the amount of 
pumping energy absorbed will de- 
pend on the stimulated emission of 
levels 2-1. An alternate method is 
to measure the absorption of pump- 
ing energy between levels 2-6 as a 
function of the radiation imping- 
ing on levels 1-2. For this scheme 
level 2 is depopulated by the pump- 
ing radiation and repopulated by 
the radiation to be detected and 
by the relaxation process. 

The secondary emission process 
is of interest because of the possi- 
bility of building devices with large 
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gain-bandwidth products and mod- 
erate power consumption. Photo 
multiplier tubes commonly have 
current gains of 10° and quantum 
detection efficiencies as high as 20 
percent, while requiring less than 
one watt of d-c power. In conven- 
tional vacuum tube video amplifiers 
the upper frequency limit is set 
by the equivalent R-C product in 
the plate circuit. In secondary emis- 
sion devices the R-C product is 
negative, so the gain tends to rise 
with frequency. 

Almost without exception man- 
made sensors channel their infor- 
mation through either the eye or 
ear. For work in potentially dan- 
gerous environments (nuclear re- 
actors, gas producing mines, in- 
tense microwave fields, etc.), for 
which natural sensors are unre- 
sponsive and conventional man- 
made detectors are cumbersome, it 
may be possible to devise small de- 
tectors which couple to the nerves 
in the skin. Such detectors would 
have a pulsed electrical output— 
similar to nerve action current— 
thereby eliminating the weight and 
bulk of transducers such as head- 
phones, loudspeakers, bells, flashing 
lights, galvanometers and cathode- 
ray tubes. 

Conventional bolometer circuits 
generally detect the change in re- 
sistance of the bolometer element 
as a function of the amount of 
radiation falling on the detector, 
by using a bridge circuit nulled at 
zero radiation. It appears that a 
simple relaxation detector could be 
built using a bolometer as the sensi- 
tive element. During excitation, 
thermal energy is added in propor- 
tion to the increase in thermal 
energy over ambient; during relax- 
ation the bolometer element is al- 
lowed to cool back to ambient tem- 
perature. Such a scheme has the 
exponentially increasing sensitivity 
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FIG. 6—Gravitational waves, if they 
can be produced and detected, would 
travel through all known materials 


function discussed in connection 
with Eq. 1, and could be considered 
as a superregenerative thermome- 
ter. 

Since the introduction of the 
superregenerator by Armstrong” in 
the 1920’s, there have been no 
fundamental changes in this simple 
yet highly sensitive detector. Its 
limited use at present is due to its 
poor selectivity, high noise figure, 
fluctuating gain and re-radiation. 
All these effects except re-radiation 
are attributable in some way to the 
net circuit resistance as a function 
of time. It is possible that some 
of the newer low-noise devices such 
as masers, tunnel diodes and para- 
metric amplifiers could be used to 
minimize the noise figure, while the 
poor selectivity and fluctuating gain 
could be improved by careful selec- 
tion of the net circuit losses as a 
function of time. Finally, operation 
at d-c is possible, as in nerve tissue, 
if the LCR equivalent circuit of 
the superregenerator is replaced by 
an L-R or R-C circuit alone. For 
this case the net resistance is com- 
posed of both a negative and posi- 
tive resistance, in varying amounts, 
and the energy stored in the react- 
ance follows Eq. 1. 

Some gases, such as NH,, have 
microwave absorption lines that 
show a marked pressure change 
under the influence of this radia- 
tion. It is possibie that this ef- 
fect may have application in 


the detection of these frequencies.” 

The purpose of this work has 
been the investigation of new or 
unusual detection techniques. As a 
consequence, a general survey of 
detection techniques, including bio- 
logical techniques, and detector 
sensitivities was made. Of the pos- 
sibilities that have been explored, 
the Faraday-rotation / paramag- 
netic-resonance detector appears 
the most promising. Its special in- 
terest is that it appears to be the 
forerunner of a class of detectors 
based on atomic resonance which 
can cover the gap between near ir 
and the upper microwave frequen- 
cies. The far ir is especially im- 
portant because the thermal radia- 
tion emitted by man and man-made 
devices falls in this range. The 
piezoelectric radiation-pressure de- 
vice can probably be made to oper- 
ate in their region but may be diffi- 
cult to tune. In general, radiation 
pressure offers an _ alternative 
method of detecting electromag- 
netic waves when no other means 
are available. 

But when a system combining 
extreme simplicity and high gain 
is required, detectors of the relaxa- 
tion type can be surprisingly effec- 
tive. Use of the relaxation methods 
is especially effective in nerve nets, 
and these nerve nets can serve as 
excellent models and examples for 
the construction of small light- 
weight detectors. In this view it 
might be concluded that the com- 
bination of relaxation detection 
with atomic resonance techniques 
could provide a sensor for electro- 
magnetic radiation that would 
closely approximate the ideal de- 
tector in terms of sensitivity, sim- 
plicity, selectivity, small size and 
efficiency. 

The work was supported by Air 
Force Contract 33 (616) 6849, Aero- 
nautical Systems Div. 
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Industrial Fluoroscopic Inspection 


Electroluminescent 


X-ray converter gives higher 


brightness than conventional 
fluorescent screens, or 
alternatively, permits 

lower intensity X-rays 

to be used for 


the same brightness 


By D. K. WILBURN 


Physicist. Physical Sciences Lab., 
Detroit Arsenal, Detroit, Mich. 


ELECTROLUMINISCENT light panels 
are used as character and numeric 
readouts in computer devices, as 
self-luminous dials and indicators 
in instrumentation and as diffuse 
illumination sources for general 
lighting. In addition, electrolumi- 
nescent layers have found applica- 
tion as a solid state amplifier for 
the visual display of X-ray 
images.” * 

One disadvantage of common 
fluoroscopic X-ray screens is low 
output brightness. To overcome this 
defect, higher X-ray excitation 
energies may be used, but they then 
affect the ability of the eye to per- 
ceive minute image detail. In com- 
parison, the electroluminescent X- 
ray intensifier offers increased out- 
put brightness of several orders of 
magnitude, together with improved 
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FIG. 1—Arrangement of layers in basic converter (A) and schematic 
of the converter and its power supply, using interdigitated electrodes 


for erasing latent image (B) 


resolution and contrast, at operat- 
ing energies in the 150 to 500 Kvp 
X-ray range. 

Some of the earliest work in the 


$ 


FIG. 2—The 6 inch by 6 inch elec- 
troluminescent converter panel and 
viewing screen 


field,of X-ray intensification using 
solid state elements was done by 
White in the 1930’s. However, de- 
velopment of the first practical 
electroluminescent imaging device 
was first reported in 1955 when 
Diemer, Klasens and Van Santen 
described an X-ray amplificon, 
which consisted of an input layer of 
cadmium sulfide in conjunction 
with a zinc sulfide electrolumines- 
cent surface. The basic features of 
the e-] X-ray intensifier as it is 
known today were developed by 
Kazan and Nicoll.‘ Figure 1 shows 
the constructional and schematic 
arrangement of the sandwich and 
interdigitated electrode type inten- 
sifiers. 

Early in 1958, development of the 
sandwich type intensifier into an 
industrial device for use in X-ray 
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FIG. 3—Lead cabinet containing X-ray sources is fitted with lead-glass 


viewing window. 


Inset shows engineer viewing the electroluminescent 


screen, with an image just discernible in its center 


fluoroscopy was started and has re- 
sulted in a high resolution thin 
profile X-ray intensifier. Figure 2 
pictures a 6 inch x 6 inch version 
of the new industrial intensifier, 
encapsulated in a thin bakelite case. 
A modification of this design incor- 
porates a thin sheet of lead as a 
secondary intensifier. This type de- 
vice has also been constructed in a 
12 x 12 inch size for larger inspec- 
tion jobs. 

In a broad sense, the phenomenon 
of electroluminescence is not basi- 
cally different from the lumines 
cence observed in 
materials.® 


fluorescent 
For electroluminescent 
sources the exciting agent is an al- 
ternating electric field. In a simple 
configuration, the phosphor is 
embedded in an insulating layer 
positioned between two conductive 
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electrodes. When an _ alternating 
voltage is applied between the con- 
ducting electrodes, it sets up an 
electric field, and excites the phos- 
phor layer, resulting in light emis- 
sion. In the’ electroluminescent 
X-ray intensifier, a stratum of pho- 
toconductive cadmium sulfide is 
sandwiched between the e-] layer 
and the top electrode (Fig. 1A), 
while an opaque film over the e-l 
layer eliminates excitation from 
visible light. 

Photoconductive material is non- 
conducting in the dark but conducts 
when exposed to X-rays. When con- 
ducting, the photoconductor applies 
a voltage to the e-l layer, which in 
turn emits visible light. Another 
important property of the photo- 
conductor is its ability to absorb 
X-ray photons. For cadmium sul- 


fide, the mass absorption coefficient 
is 12.9 for a 30-Kvp X-ray source. 
This compares with a coefficient of 
25.4 for cadmium selenide using the 
same X-ray sources. Cadmium sel- 
enide, however, has only been used 
on an experimental basis due to 
problems of formulation and appli- 
cation. The high resolution intensi- 
fier uses a sprayed photoconductive 
film 0.0085-inch thick. Theoreti- 
cally, an increase in thickness re- 
sults in greater X-ray absorption 
and subsequent conversion.’ Diffi- 
culties encountered in curing and 
uniformity have optimized this 
thickness at about 8 mils for the 
present state of the art. 

The interdigitated electrode in- 
tensifier, shown schematically in 
Fig. 1B has been investigated for 
its ability to eliminate latent 
images that degrade the resolution 
of the sandwich type intensifier 
under dynamic conditions of opera- 
tion. The image persists when the 
photoconductor is driven to an ex- 
cessive state of excitation by large 
doses of X-rays; latent images are 
then displayed after the excitation 
is removed, and are due to this pro- 
longed state of excitation. Erasure 
is accomplished by a d-c clearing 
voltage, applied across the inter- 
digitated grid and bottom electrode 
as shown in Fig. 1B. The clearing 
voltage, in effect, drives the photo- 
conductor to a state of non-conduc- 
tion, removing any persistent dis- 
play of light. 

Perhaps the best known use of 
fluorescent screens is in the field of 
medical therapy. In the energy 
range from 30 to 110 Kvp, the con- 
ventional medical fluorescent screen 
offers advantages of time and mate- 
rial economy. Film techniques, how- 
ever, are still relied upon for the 
ultimate in critical examinations. 
Use of experimental electrolumines- 
cent X-ray intensifiers in medical 
radiology has been reported and 
found useful under certain condi- 
tions.’ Factors that limit applica- 
tion of conventional fluorescent 
screens using X-ray energies above 
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FIG. 4—Characteristics of the elec- 
troluminescent viewing method com- 
pared with the conventional fluo- 
rescent screen 


110 Kvp are generally considered 
to be insufficient output brightness, 
with subsequent reduction in reso- 
lution and sensitivity." (See Fig. 
4.) At X-ray energies in the 150 to 
500 Kvp energy range the electro- 
luminescent X-ray intensifier offers 
definite advantages over the stand- 
ard fluorescent screen. Among these 
advantages are greater output 
brightness, operator control of 
image brightness to suit viewing 
conditions, and high gamma-in- 
increased image contrast. The e-]l 
panel amplifier also affords the 
greatest potential advantage of fu- 
ture development, especially with 
respect to forthcoming improve- 
ments in the photoconductor. 
Practical use of industrial fluo- 
roscopic image devices has been 


investigated in general by the 
Physical Sciences Laboratory of the 
U. S. Army Ordnance Tank-Auto- 
motive Command.’ An arrangement 
for direct viewing fluorographic 
images is shown in Fig. 3. A lead 
cabinet houses X-ray tubes that 
provide safe operation up to 300 
Kvp. An attached observation booth 
with a protective lead-glass window 
gives the operator a direct view of 
the specimen under test. 

The operational performance of 
the electroluminescent X-ray image 
intensifier in the 50 to 300 Kvp 
energy range is evaluated in terms 
of the following factors. Output 
brightness, resolution, contrast, un- 
sharpness or blurring, sensitivity, 
and dynamic fluctuation, or speed. 
Resolution, contrast, and sensitivity 
are measured with the standard 
radiographic penetrameter, which 
is a small metal plate material radi- 
ographically similar to the speci- 
men itself, and which is usually 
perforated. Its thickness is a defi- 
nite proportion, say 2 percent of 
the specimen thickness, while the 
hole diameters are 27, 37, and 4T, 
where T is the penetrameter thick- 
ness. Radiographic penetrameters 
can therefore be used to measure: 
contrast—differences in densities; 
sensitivity—recognition of detail; 
and definition—sharpness of out- 
line. 

Although the industrial electro- 
luminescent X-ray intensifier is 
most useful in the 150 to 500 Kvp 
energy range, panel potentialities 
above 500 Kvp will be presented in 
a detailed report of remote high 
energy X-ray fluoroscopy.” 

To determine user interest and 


FIG. 5—Examining hermetically sealed relay. Photograph of electro- 
luminescent viewer (A) received 15 seconds exposure time while fluorescent 
screen photograph (B) was exposed for 90 seconds owing to its lower 


brightness. 


Both photographs are now third order reproductions 


individual requirements, several 
high resolution X-ray intensifiers 
are being evaluated in industry on 
a practical basis. One application is 
in the inspection of hermetically 
sealed relays. Figure 5 shows the 
internal arrangement of compo- 
nents within the relay housing; the 
photographs are taken with el-pc 
and fluorescent viewing methods 
respectively. These techniques pro- 
vide inspection of contacts, pivot 
assembly, stop mechanism, and coil, 
without disassembly of housing. 

The’ electroluminescent X-ray 
image intensifier has been devel- 
oped to a sufficient degree to war- 
rant its limited use in industry. 
Practical observations of penetram- 
eter performance indicate 2 percent 
contrast and 4 percent detail sensi- 
tivity at X-ray intensities of 150 
Kvp for a 4-inch thick steel sample. 
The e-] panel amplifier also affords 
operator control over output bright- 
ness and contrast. 

New photoconductive materials 
promise improvements in X-ray 
conversion and subsequent resolu- 
tion. Although the eraser type panel 
can eliminate the problem of latent 
images, the development of faster 
screens is seen as a more feasible 
solution. As interest in the electro- 
luminescent X-ray amplifier devel- 
ops, along with improved technical 
performance, this new fluoroscopic 
device should find a definite appli- 
cation in nondestructive testing. 
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Design of Logic Circuits Using 
Thin Films and Tunnel Diodes 


Two types of toggling circuits have been built and successfully 
operated using thin films and tunnel diodes. Possibility for thin-film, 
tunnel-diode logic arrays appears promising 


By T. A. SMAY 
A. V. POHM, 


Dept. of E. E., Iowa State Univ. of 
Science and Technology, Ames, Iowa 


BOTH tunnel diodes and thin ferro- 
magnetic films have bistable char- 
acteristics that make them adapt- 
able to digital computer circuits. 
Because of its negative resistance 
characteristic, the tunnel diode can 
be biased to operate at two stable 
voltage levels for a given current 
condition, while the single-domain 
ferromagnetic film has two stable 
magnetization orientations in the 
absence of external fields. 

Since both these elements operate 
at low voltage and moderate current 
levels, and since both have high 
switching speeds, their combination 
into digital computer logical de- 
vices offers benefits. This article 
gives examples both of circuits that 
have been successfully operated 
with good results and of circuits 
that have not yet been built, but 
appear feasible and indicate a broad 
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range of logical functions. 

Figure 1A shows a toggling cir- 
cuit. The tunnel diode characteris- 
tic is shown in Fig. 1B. The 5-volt 
supply biases the film-diode com- 
bination at a constant 25 ma, which 
is about the mean of the peak and 
valley currents. The static load line 
for the diode is shown in the figure. 
The two stable diode voltages are 
thus about 0.05 and 0.4 volt, which 
means the bias current 7, through 
the film winding will flow in either 
of the two directions, depending on 
the state of the diode. 

Assume the diode to be in its low- 
voltage state, which means that the 
film-winding current is in the di- 
rection shown and will set the film 
into one of its two stable states. 
Now let a pulsed transverse field h, 
be applied. This causes the mag- 
netization vector M to swing away 
from its rest direction toward the 
perpendicular, which induces a volt- 
age in the winding of such polarity 
as to raise the load line of Fig. 1B 
above equilibrium. If this voltage 


is of sufficient magnitude, the diode 
switches to its high-voltage state, 
causing 7, to reverse, so that the 
film will be biased in the opposite 
direction when h, is removed. Thus 
the application of a _ transverse 
drive field causes both the film and 
the diode to switch to opposite 
states. A subsequent h, pulse in- 
duces a film-winding voltage of op- 
posite polarity, which switches the 
diode back to its original state, in 
turn switching the film. Thus the 
circuit functions as a high-speed 
toggle. 

Switching waveforms for this 
circuit are shown in Fig. 2A. The 
film is of 80-20 Permalloy about 
2,000 A thick, with an anisotropy 
field H, of about 4 oe. The drive 
field h, was a 10 oe, 0.3 us pulse 
with rise and fall times of 20 ns, 
and the diode switch times are also 
about 20 ns. The long exponential 
decay of the film output is due to 
the excessive 3 microhenry leakage 
inductance of the film winding, 
which consisted of 80 closely spaced 
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turns of No. 40 wire. 

The short switching time and 
simplicity of this circuit are attrac- 
tive, but it suffers from limitations. 
Unless the leakage inductance of 
the film winding is greatly reduced, 
the long exponential decay of the 
film output severely limits the tog- 
gling repetition rate. The low-level 
diode output is not sufficient to 
drive a subsequent stage, and an 
additional transistor stage might 
be necessary. Also, the necessity 
for using rather high-current tun- 
nel diodes and the 0.25-volt supply 
are troublesome. 

The single-transistor toggle, Fig. 
1C, somewhat obviates these diffi- 
culties. Since a transistor stage is 
necessary if circuits are to be cas- 
caded, as in a counter, such a stage 
has been added, with certain bene- 
fits. 

The tunnel diode, whose charac- 
teristic is shown in Fig. 1D, con- 
trols the conducting state of the 
transistor. The —0.1 volt supply en- 
sures transistor saturation, but 
would not have been necessary if 
either silicon or gallium arsenide 
tunnel diodes had been available. 
The current-voltage characteristic 
of the germanium tunnel diode 
above the valley voltage is about 
the same as the base-emitter char- 
acteristic of the germanium tran- 
sistor it controls. Thus, additional 
bias is necessary to ensure tran- 
sistor saturation. Since silicon and 
GaAs tunnel diodes have higher 
forward voltage drops, no bias is 
necessary to ensure. transistor 
saturation. 

The tunnel diode is biased as in 
the previous circuit, with stable 
output voltages of 0.05 and 0.4 
volt. Assume it to be in its low-volt- 
age state. The transistor is then 
turned off and the film winding cur- 
rent 7, flows as indicated, setting 
the film into a stable state. A trans- 
verse pulse field h, once again ro- 
tates the magnetization vector M, 
inducing yoltages in both longitudi- 
nal film windings. The additional 
winding is necessary because of the 
phase reversal introduced by the 
transistor. The voltage induced in 
the second winding is fed back to 
the tunnel diode, causing it to 
change to its high-voltage state, 
turning on the transistor, and re- 
versing the direction of i, and the 
preferred state of the film. Once 
again a subsequent field pulse 
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FIG. 2—Switching waveforms for simple toggling circuit (A), and wave- 
forms for single-transistor toggle (B) 


causes the circuit to revert to its 
original state. 

The circuit was successfully op- 
erated with waveforms shown in 
Fig. 2B. The film was the same 
as the one previously described, the 
collector winding had 15 turns, the 
feedback winding 25 turns, al- 
though it appears that fewer turns 
were necessary. A Western Elec- 
tric mesa transistor similar to the 
2N559 with measured rise and fall 
times shorter than 20 ns was used. 

This circuit shows several ad- 
vantages over the previous one. It 
has a considerably larger output 
signal, uses a low-current tunnel 
diode, and would not require an ex- 
tremely low-voltage supply if sili- 
con diodes were used. It also per- 
mits higher repitition rates, since a 
combination of lower winding in- 
ductance and higher series resist- 
ance reduces the time constant, as 
shown in Fig. 2B. A more careful 
winding arrangement would have 
given even more improvement. In 
comparison with tunnel diode-tran- 
sistor logic, the thin film-tunnel 
diode-transistor circuit of Fig. 1C 
accepts input pulses of random 
polarity to achieve toggling. A tun- 
nel diode-transistor combination 


would require set and reset pulses 
of opposite polarity. 

It appears most feasible to use 
magnetic films with tunnel diodes 
and transistors in single, logically 
complex devices as in the previous 
circuit, or in logical arrays. Since 
magnetic film logical elements are 
usually inefficient energy transfer 
devices, they are advantageous 
when the inefficient transfer of en- 
ergy is either desirable or tolerable. 
As an example of the use of a 
logical array device, consider the 
case in which the output from one 
of n registers is to be gated to an 
input of another device. For sim- 
plicity, an embodiment using small 
ferrite memory cores is shown in 
Fig 3A. The single-turn bias and 
drive current requirements for the 
ferrite memory cores would ob- 
viously be large. 

Each core is used as an AND cir- 
cuit and the outputs are ORed to- 
gether simply by stringing a wind- 
ing through them as is done in a 
memory. Each core replaces the 
two diodes that would be required 
in a diode equivalent of the circuit. 
Since both a film core equivalent 
and the ferrite core arrangement 
shown would require more complex 
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gating pulses and more output am- 
plification than the diode arrange- 
ment, they would be most feasible 
when the number of inputs and the 
number of gating elements are 
large. 

If a bias current were applied 
through the gate pulse winding to 
bias the core to point 3 in Fig 3B, 
the output of the gate would be 
complemented. Thus, by changing 
the bias on the core, the gate can 
be changed from a_noncomple- 
menting to a complementing gate. 
Assume that the bit stored in the 
left-hand transistor is to be trans- 
ferred out. If this transistor is 
conducting, the core is biased to 
point 2 on the B-H loop of Fig. 
3B and, when the drive pulse is 
applied, no switching occurs and no 
output is obtained along the sense 
line going to the threshold am- 
plifier. If the transistor is noncon- 
ducting, the core is unbiased, op- 
erating at point 1 of the B-H loop, 
and a gating pulse will produce an 
output. 

If the complement is desired, 
enough steady-state bias current is 
applied at the gate input to cancel 
the transistor current and bias the 
core to point 4 for a conducting 
transistor and to point 3 for a non- 
conducting transistor, so that drive 
pulses produce outputs for the op- 
posite condition to that described 
above. For the arrangement shown 
a large transient would exist while 
the bias was reversed. 

To make simple, high-speed film 
logical elements, it is necessary to 
use the rotational switching prop- 
erties of films’, to use thin dielectric 
and conductor fabrication tech- 
niques such as those suggested by 
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Broadbent’, and to make the cur- 
rent requirements modest (20-200 
ma) by use of small elements. 

Film arrays or matrices hold 
promise as powerful high-speed 
logical communication links. That 
is, the contents of a computer word 
are used to generate bias currents 
along the columns of the matrix, 
transfer pulses are applied to any 
of the rows of the matrix, and a 
set of outputs is obtained from ap- 
propriate sense windings which 
represent the original word which 
has been logically altered. By puls- 
ing different row lines, different 
logical alterations are obtained. An 
example is a shift matrix® in which 
the input word biases the columns, 
the transfer pulses are applied to 
the rows, and the sense windings 
run diagonally along the matrix 
elements. A transfer pulse along 
the nth row thus outputs the origi- 
nal word shifted by m places. An- 
other simple example would be a 
masking matrix, in which the por- 
tion of the input word transferred 
would depend on the number of 
films along a given row that were 
switched, which in turn would de- 
pend on the row selected. 

Film elements also can be used 
as simple AND, OR, and majority de- 
cision elements in much the same 
way as the cores in Fig. 3A. By 
adjusting bias currents, a film will 
be permitted to switch for only the 
proper combination of inputs. If, 
for a given element, all its input 
currents must be present to cancel 
the bias and permit switching upon 
the application of a transfer pulse, 
an AND function is performed. If 
only one input permits switching, 
an OR function is performed. If 
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switching is permitted when more 
than half the inputs are present, a 
majority-decision operation is per- 
formed. Large arrays with appro- 
priate interconnecting windings 
could perform a variety of logical 
operations using logical elements of 
this type. 

The primary difficulty at present 
is the amount of amplification re- 
quired to bring the sense winding 
signal up to a usable level. This is 
the result of using films mounted 
on relatively thick glass which cuts 
down the degree of coupling 
achieved. It is anticipated that 
using the multiple-layer deposition 
techniques of Broadbent* much bet- 
ter coupling could be obtained with 
correspondingly greater energy 
transfer. 

Film uniformity is not as impor- 
tant here as in film memories. In 
memories, the films must retain in- 
formation in the absence of biases, 
so that stray-field and demagnetiza- 
tion problems are severe. Here the 
films are coupling elements always 
operated in the presence of external 
bias fields, so that demagnetization 
problems are not so severe. 

The authors thank Western Elec- 
tric for supplying the transistors 
used and IBM for supplying the 
tunnel diodes. The work reported 
here was supported by a National 
Science Foundation Grant. 
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Half-Bridge Inverter Provides 


Analogous to the full-wave voltage doubler, circuit uses only two 


three-phase applications. Basic circuits can be connected in 
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Author adjusts controls on three-phase half-bridge inverter 
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Economical Three-Phase Power 


transistors; is suitable for two-phase as well as 


series for high-voltage operation 


By ALLAN G. LLOYD, 


The Daven Co., Livingston, N. J.* 


MOST STATIC INVERTERS have been 
based on one of two basic circuits: 
the parallel inverter’ or the bridge 
inverter’. The configuration shown 
in Fig. 1 is the self-excited half- 
bridge inverter. It is the inverter 
analog of the full-wave voltage dou- 
bler, just as the parallel inverter is 
the analog of the full-wave center- 
tapped rectifier, and the bridge in- 
verter is the analog of the full-wave 
bridge rectifier. 

The circuit works as follows: Ca- 
pacitors C, (=C.) are assumed 
large enough to maintain the po- 
tential FE, constant during the half- 
cycle. Voltage E, is switched in a 
square-wave mode from minus bat- 
tery with Q, ON to plus battery with 
Q, ON. Each base-drive winding is 
wound for 2.5 v to 5 v peak, and 
resistors R, and R, selected for 
proper drive current at the required 


*Now with Bread Boards Inc., Newark, 
NM, 2. 





























FIG. 1—Basic circuit of half-bridge 
inverter. Only two transistors are 
used, with two capacitors and a 
specially wound transformer 
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collector current in Q, and Q.. 
Switching is caused by magnetic 
saturation of T7,, as in other in- 
verter circuits. Output voltage is 
square only if C, and C, are infinite; 
in practical circuits, the output 
waveform is tilted in proportion to 
the output current, since C, and C, 
in parallel are effectively in series 
with the primary. The table shows 
voltage and current relations for 
each of these circuits. Maximum 
transistor OFF voltage equals the 
input voltage in the half-bridge 
circuit so that a two-transistor, 
80-v inverter is practical in ger- 
manium, and 150-v inverters have 
been constructed in silicon. Input 
voltage and current are trans- 
formed to E/2 and 2] at the trans- 
former primary, just as in a voltage 
doubler. The half-bridge inverter 
maintains transformer efficiency 
because there is no increase in pri- 
mary volt-amperes due to a 50-per- 
cent duty cycle of primary current 
as in the parallel inverter. 

Like the bridge inverter, this cir- 
cuit is easy to de-spike, and re- 


quires only a diode across each 
transistor to give complete protec- 
tion against voltage spikes. It is 
particularly advantageous for high 
input-voltage inverters from the 
standpoint of cost, since two ca- 
pacitors are usually much cheaper 
than the transistors they replace, 
and one capacitor is usually re- 
quired across the line in any case. 

The circuit operates in a sym- 
metrical mode only if FE, = E,,/2. 
Since nothing in the basic circuit 
of Fig. 1 establishes this condition, 
the circuit will oscillate with E, 
anywhere between 0.1 £,, and 0.9 
E,,. Practical limits on the value of 
E, are set by the loss of ON drive 
to Q, when E, approaches £,,, and 
to Q. when FE, approaches zero. 

A practical inverter circuit is 
shown in Fig. 2A. N,, D, and D, 
constitute a symmetry-forcing cir- 
cuit. N, is wound to be about 1 volt 
more than N, to make up for the 
conduction voltage of D, or D,. The 
only current in N, is the small 
amount of peak charging current in 
D,, or D,, required to keep E, ex- 





Voltage—Current Relations for Different Inverter Types 
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FIG. 2—Practical inverter circuit, (A); instantaneous waveforms of capacitor current and voltage, (B) 
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FIG. 3—Series of interconnected sections form a high d-e input voltage 
inverter, (A); parabolic plot of frequency in (B) shows circuit can be 
used as squaring circuit 
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FIG. 4—Half-bridge principle applied to a two-phase inverter 
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actly halfway between plus and 
minus battery. N, therefore can be 
wound with fine wire. Transformer 
T, is otherwise calculated exacly as 
a normal inverter-transformer, re- 
membering that Ey, = 4 E,. and 
I,, = 2I,.. C, and C, are speed-up 
capacitors, and may not be required. 
R, and R, are starting resistors, and 
are determined experimentally. D, 
and D. are the de-spiking diodes for 
Q. and Q, respectively. The value of 
C, (=C.) is a compromise between 
waveform squareness and capacitor 
size, but can be quickly estimated 
as follows. Instantaneous capacitor 
current and voltage waveforms are 
shown in Fig. 2B. If it is assumed 
that C, and C, are large enough to 
make AE, small in comparison with 
E,., then each capacitor current 
waveform will be a square wave 
with a value of /,., and the capacitor 
a-c voltage waveform will be tri- 
angular with a peak value of 


A Ey = Tac (th cyete)/2C 

For example: assume /],, = 2a, f 
= 1 Ke and E, = 0.5 volt. Then 
(tie eycte) = 500p sec and C, = C, 
= Ng thin ects) Fee = Coen xX BOO 
usec) ‘(2 « 0.5v) = 1,000 uf. 

Any number of these sections can 
be connected in series to yield a 
high d-c input-voltage inverter. 
Figure 3A shows the pattern for a 
300-v inverter. Six identical pri- 
mary windings are wound on trans- 
former T,, along with 12 base wind- 
ings, one symmetry forcing wind- 
ing, and a-c output windings as re- 
quired. By using enough sections in 
series, it should be possible to build 
a 10,000-v d-c input atomic battery 
inverter of 85 percent efficiency. 
Transformer T, could be arranged 
in the forrn of a large toroidal ring, 
with a secondary wound first and 
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FIG. 5—Self-excited three-phase non-ambiguous bridge inverter, (A); phase 


derivation of synchronizing voltages 


insulated to withstand the end-to- 
end primary circuit voltage. 

The half-bridge inverter has ap- 
plications which utilize the non- 
symmetrical mode of operation. 
Since there can be no average d-c 
voltage component across the pri- 
mary of 7,, Fig. 1, the potential at 
E, averaged over the cycle equals 
E,. Programming (driving) E, 
from an external a-c or d-c source 
and filtering FE, directly to remove 
the switching waveform results in 
a high-power, high-current, unity- 
voltage-gain switching-type voltage 
follower. FE, (average) depends 
only on FE, and is independent of 
E,,, so that there is a ripple reduc- 
tion factor going from the input at 
E,, to output at E.. 

Basic circuit operation results in 
constant volt-seconds per half-cycle 
of transformer excitation. Half- 
cycle peak induced voltages and 
periods vary such that (BE y.ax) 
X (bye exere) = K = constant. This 
leads to the formula for frequency 


I 
ti+t 


| K 
‘N-F. — £, 


which normalizes to 
f = 4a(1 — a) X fimax 
where 


a = E£, Ein 


and 
Suns = K, Ein (4) 
Equation 2 is an inverted parabola, 
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as plotted in Fig. 3B. The parabolic 
form of frequency against a in- 
dicates that this circuit could be 
used as a simple voltage-to-fre- 
quency squaring circuit in some 
applications. Equation 4 shows that 
output frequency is directly pro- 
portional to input voltage for a fixed 
a. 

Sections can also be connected in 
parallel for two-phase and three- 
phase operation. For these applica- 
tions, it is convenient to use the 
separate switching core configura- 
tion®. Figure 4 shows a two-phase 
inverter, adapted to the half-bridge 
circuit from published material.’ 
The application of 4(£,) in series 
with the primary voltage of T, 
causes E, to switch at 90 deg. 
lagging if the transformers are 
otherwise equal. Quasi-square-wave 
output free of third harmonic can 
be obtained by bridging a single- 
phase load from E, to Ey, and ad- 
justing the phase control for 120 
deg. instead of 90 deg. lag. 

Figure 5A and the photo show 
a_ self-excited, three-phase, non- 
phase-ambiguous bridge inverter, 
each oscillating section of which is 
a half-bridge inverter operating in 
the square-wave mode. Phase dia- 
gram, Fig. 5B, shows that the 90- 
degree signal required to synchro- 
nize E, is derived from (FE, — E.) 
while E, in turn is synchronized by 
(FE, — E,). Only one pair of capa- 
citors is required for the entire in- 
verter. Each capacitor current 
waveform is square and equals 3 


R3 
20 
PHASE-3 


+ 


Ts 


/IONp 








diagram (B) indicates 


the primary current in any one of 
the switching transformers (mag- 
netizing current plus reflected base 
load) at three times the inverter 
frequency. 

Variable resistor R, is the mas- 
ter frequency controlling element, 
while variable resistors R. and R, 
are used to adjust the phases of 
E, and E, respectively. Although 
there is a 50 percent interaction in 
these two phase adjustments, the 
usual 120 degree relationship can 
be easily obtained. Delta-con- 
nected three-phase transformers 
can be directly connected to E,, E. 
and E,, since (E, - E.) + (EF, — 
E,) + (BE, — E,) = 0 at every in- 
stant. Wye-delta connected trans- 
formers cannot be used unless the 
neutral is floating. Each voltage 
(E, — E.), (EF; — E;) and (BE; — 
E,) is a quasi-square-wave equal 
to E,, for § of a half-cycle and zero 
for 4 of a half-cycle. This wave- 
form has no 3rd, 9th, ete., har- 
monies, and is easier to filter than 
square waves. 7,, T. and T, are 
small switching cores. R, and R, 
establish equal voltage division for 
symmetrical operation.° 
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Radar Boxcar Circuits Using Nuvistors, 


Single-stage, low-noise circuits combine nuvistor triode with transistors and Zener diode 


y PAUL E. HARRIS, 


Syracuse University Research Corp., 
Syracuse, N. Y. 


THE BOXCAR CIRCUIT is a waveform- 
sampling device that provides time 
selection and storage. Boxcar cir- 
cuits are widely used in military 
radar as moving-target detectors, 
as sensing elements of tracking 
radars and as gated (time selec- 
tion) age. 

The essential elements of any 
boxcar are an electronic switch, 
storage capacitor and isolator. The 
isolator is usually a vacuum-tube 
cathode follower. 

The electronic switch momentar- 
ily connects the storage capacitor 
to the input waveform, thus charg- 
ing the capacitor to the instantane- 
ous value of the waveform at the 
time of switching. Ideally, the ca- 
pacitor retains this voltage until 
the electronic switch again con- 
ducts, thus storing a new sample. 
The isolator permits reading the 
capacitor voltage without disturb- 
ing it. 

A low-noise, high-performance 
boxcar design demands that leak- 
age resistance across the capacitor 
be as high as possible and that the 
resistance of the electronic switch, 
when conducting, be as low as pos- 
sible. In this last point, low switch 
resistance, Zener diode biasing is 
superior to the usual R-C biasing. 


Previous boxcars using conven- 
tional vacuum-tube circuits re- 
quired bulky power supplies, used 
transistors in cascaded boxcars, or 
compromised high-frequency  re- 
sponse to achieve a_ satisfactory 
noise level in single-stage transis- 
tor circuits. The new hybrid circuit 
combines both tubes and transis- 
tors, so as to achieve low-voltage 
operation and high signal-to-noise 
ratio without losing high-frequency 
performance. 

The vacuum tube has a high in- 
put resistance, but cannot produce 
a high load current at low plate 
voltage. The transistor is current 
operated, and has a low input re- 
sistance and highly temperature- 
sensitive input leakage current. The 
transistor is however an excellent 
current amplifier whose output is 
only slightly affected by collector 
voltage. This boxcar isolator uses 
a nuvistor triode in the input cir- 
cuit, followed by a transistor cur- 
rent amplifier. 

Maximum nuvistor plate current 
is approximately 0.1 ma at a plate 
voltage as low as 15. An output 
signal of up to 10 volts appears 
across the load resistor. 

Two versions of the hybrid cir- 
cuit were built, and both performed 
satisfactorily up to 70 deg. C. One 
used germanium transistors while 
the other used a single silicon tran- 
sistor. Signal-to-noise ratio of the 


silicon hybrid was 1 or 2 db better 
at all temperatures. Simplicity is 
another advantage of the silicon 
hybrid over its germanium counter- 
part; one additional transistor and 
several resistors are needed to pro- 
vide high-temperature stability in 
the germanium transistor hybrid. 
Figures 1A and 1B illustrate the 
two circuits. The boxcar signal in- 
put should be driven from a 150- 
ohm source. 

Power drain is negligible except 
for the nuvistor filament power of 
approximately 1 watt. Only 100 mi- 
croamperes is required of the nega- 
tive supply. 

The most stringent requirement 
on a boxcar circuit is the reproduc- 
tion of input waveform modulation 
having a frequency of prf/2 where 
prf is the sampling rate. To detect 
accurately such modulation, the 
electronic switch must completely 
change the capacitor charge, by the 
magnitude of the modulation en- 
velope, in a single sampling inter- 
val. If the modulation frequency 
were low compared to the sampling 
rate, the requirements would be less 
severe. The capacitor would be 
charged to the maximum modula- 
tion voltage in many small incre- 
ments. It is desirable to make the 
storage capacitor as small as pos- 
sible; however, leakage resistance 
sets a lower practical limit on ca- 
pacitor size, since loss of capacitor 


FIG. 1—Circuit of the germanium-transistor hybrid boxcar (A); a similar unit using a single silicon transistor (B) 
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Transistors and Zeners 


biasing to achieve 60 db signal-to-noise ratio 


voltage between samples produces 
a noise component in the output. 
Any reduction in switch resistance 
improves performance. The substi- 
tution of Zener diode biasing re- 
duces this resistance by a factor of 
approximately five over R-C bias- 
ing. This reduction is most appar- 
ent for small signals. 

The factors relating to switch re- 
sistance may best be considered by 
examining the two circuits shown 
in Fig. 2A and 2B. 

Resistance of the electronic 
switch will depend upon how hard 
the diodes are made to conduct by 
the switching pulse. High diode 
current will result in low switch 
resistance. The current versus volt- 
age characteristic of a typical diode, 
Fig. 3A, shows why this is true. 

The curve shows that the slope 
decreases as diode current ap- 
proaches zero. Since the diode dy- 
namic resistance is the reciprocal 
of this slope, low diode current 
results in high diode resistance. 

Because of its self biasing char- 
acteristic, the conventional boxcar 
switch is forced to operate at low 
diode current levels near point A 
of the curve. Any increase in 
switching pulse amplitude will raise 
the bias across C, and C, rather 
than significantly raise the current. 
Attempts have been made to in- 
crease the peak diode current by 
bleeding off a fraction of the bias 
voltage between switching pulses. 
Adjustment of the R-C bias net- 
work was so critical as to make this 
approach impractical. 

This difficulty does not exist with 
Zener biasing. The Zener diode, as 
used in the switch, is equivalent to 
battery biasing of the switch diodes 
and is independent of switching 
pulse amplitude. The switching 
pulse amplitude should be chosen to 
exceed the bias. Under these condi- 
tions it is possible to operate the 
diodes at a reasonable slope such as 
point B on the diode characteristic. 

Since there is little change in the 
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slope except near the origin, the 
switching pulse amplitude is non- 
critical. An amplitude change of 
2 to 1 is tolerable. 

Zener diode biasing is especially 
suitable for a random prf boxcar 
since bias remains constant and the 
switch stays open even for zero prf. 

Signal-to-noise ratio for the ger- 
manium-transistor hybrid circuit 
was measured to be about 60 db for 
d-c input signal between 2 and 6 
volts at room temperature. The sig- 
nal-to-noise ratio for this circuit 
varied with ambient temperature 
from 63 db at 30 C to 48 db at 70 C. 
Both tests were made with a prf of 
2 Ke. Optimum signal level is ap- 
proximately 4.5 volts. 

A constant input d-c level was 
sampled by the boxcar, to evaluate 
only that noise introduced in the 
boxcar circuit. The diode and stor- 
age capacitances form a voltage di- 
vider which produces a highly at- 
tenuated replica of the sampled 
waveform at the output. This effect 
usually contributes negligible power 
at the output. If in some applica- 
tions it becomes significant, a video 
phase inverter and neutralizing cir- 
cuit such as shown in Fig. 3B may 
be used to suppress it. 

An HP200-AB oscillator and a 
Tektronix type 581 oscilloscope 
were connected at the boxcar input 
and output respectively to check 
high modulation frequency per- 
formance. The hybrid boxcar cir- 
cuit response at 1 Ke (prf/2) was 
down less than one db from the 100- 
cps case. The prf used in all boxcar 
measurements was 2 Ke. 

The RCA nuvistor vacuum tube 
type 7586 was chosen because of its 
ruggedness, small size, low power 
requirements and its promise of 
high input grid resistance. Because 
this factor is so critical in a low- 
noise boxcar, a detailed study of 
nuvistor grid current was made as 
a function of plate voltage, filament 
voltage and plate current. Nearly 
optimum conditions, with low grid 
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FIG. 2—Conventional boxcar switch 
using diodes (A); the improved 
Zener-diode boxcar switch (B) 
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FIG. 3—Typical diode character- 
istic (A), illustrates circuit opera- 
tion; transistor neutralizing phase 
inverter circuit (B) 


current and a reasonable output 
load resistance as the criteria, are 
obtained at a plate voltage of 50 
volts, a plate current of 0.1 ma and 
a filament voltage of 5 volts. An in- 
crease in any of these parameters 
increases grid current. Although 
not optimum, a nuvistor plate sup- 
ply of +24 volts proved satisfactory 
in the hybrid boxcar. Operation of 
conventional vacuum-tube filaments 
below their rated voltages may re- 
duce tube life; the nuvistor cathode, 
however, is made of chemically pas- 
sive material. 

This work was performed under 
Signal Corps Contract DA 36 039 
SC 84955. 
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FIG. 1—Schematic illustrates diode-steered selection system for word-arranged memory, (A); detail of wiring of men 
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Diode Steering Increases 


Speed of Magnetic Memories 


By A. MELMED 


R. SHEVLIN, A.E.C. Applied Mathematics and Computing Center, New York University 
W. ORVEDAHL, Institute for Computer Research, University of Chicago 


MAGNETIC-CORE memory with a 
1,096-word capacity, operating with 
a three-microsecond cycle time, is 
connected to the main frame of 
Maniac III, a general-purpose dig- 
ital computer built by the Institute 
for Computer Research at the Uni- 
versity of Chicago. 

High operating speed of this 
memory is due to novel core inter- 
connection practices.’ 

A junction diode is used as the 
steering element for word selection 
in a word-organized core memory. 
Its recovery current is used to half- 
select the same word during the 
second half of a READ or STORE op- 
eration. Furthermore digit lines 
are wired with a pair of wires that 
engage every core with two turns, 
so that each digit line resembles a 
twisted pair transmission line with 
a core at every intersection. 

Diode steering reduces the prob- 
lems raised by partially selected 
word lines. It leaves control over 
the word-line parameters external 
to the core stack, so that the diffi- 


68 


culty introduced by variation in 
line impedance with digit content 
may be overcome. The advantage 
of this selection system over the 
more conventional twin-diode 
scheme lies in conversion of the 
formerly wasteful diode recovery 
time into useful operation time. 

The system is illustrated in Fig. 
1A. It uses germanium junction 
diodes because of their generally 
slow recovery time. Thick bases 
store relatively larger numbers of 
minority carriers. Each core is 
threaded by two function lines. The 
word line threads cores of the same 
word, and the digit line (not 
shown) threads cores in the same 
bit position of every word. 

In the first phase of READ, one 
X-address-line and one Y-address- 
line current switch are simultane- 
ously alerted, and supply full core- 
switching current to the associated 
word line. All cores of the one word 
threaded by that line are driven 
towards ZERO, and the alerted sense 
amplifiers detect any signals in- 


duced on the digit lines. In a STORE, 
this same operation erases the con- 
tents of the word selected; that is, 
it leaves all cores of that word in 
ZERO. 

In either case, the current pulse 
on the word line is of the same 
amplitude and time duration, and 
fully loads the base of the steering 
diode (a leaky bucket) with minor- 
ity carriers. At the end of this cur- 
rent pulse the diode starts its re- 
covery to high back resistance. 

In the second phase of a READ, all 
X-rewrite and Y-rewrite current 
switches are immmediately alerted, 
but supply  half-amplitude core 
switching current only to the word 
line with the unrecovered diode, 
every other word line presenting a 
high-impedance path because of its 
fully recovered diode. This half- 
amplitude current pulse half-selects 
all cores on the tagged word line, 
and simultaneously, sweeps the base 
of the unrecovered diode free of 
minority carriers, restoring it to 
its fully recovered state and pre- 
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FIG. 2—Digit line decoupling circuit, (A); X- or Y- line driver circuit schematic (B) 


paring the memory for another op- 
eration. 

The signals previously on the 
digit lines control the digit line 
drivers so as to rewrite only those 
cores previously in ONE. The sec- 
ond phase of a STORE is identical, 
except that the digit line drivers 
are controlled by the contents of 
the new entry to the memory. 

A principal factor extending the 
total cycle time in all core mem- 
ories is the post-write disturb sig- 
nal on the digit or sense line. By 
replacing the customary ground 
plane return for each digit line with 
a second wire adjacent to the first, 
each digit line can be converted into 
a two-wire transmission line and 
terminated in its characteristic im- 
pedance. 

The half core-switching current 
pulse supplied by a digit line driver 
now propagates down the line at a 
rate determined by the line con- 
stants, and is absorbed at the re- 
ceiving end. This prevents starting 
a new READ or STORE operation for 
a time equal to the transmission 
time of the line, since the digit and 
word line currents are of opposite 
sense in switching a core. 

However, this time is much 
shorter than that of the post-write 
disturb signal. Since both wires of 
the twisted pair are threaded 
through each core, the amplitude of 
the current pulse required of the 
digit line driver is reduced by half, 
and the twisted-pair transmission 
line is virtually impervious to stray 
fields. In the Maniac III core mem- 
ory, the word lines are treated in 
the same way, but only to reduce 
the word-line current requirements. 
The lines terminate in a short cir- 
cuit; see Fig. 1B. 

The fabrication of core planes 
with twisted-pair wiring requires 
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different techniques from those 
used in conventional core arrays. 

A sheet of phenolic the same 
thickness as the cores is provided, 
with perforations 0.056 in. in di- 
ameter, spaced 0.093 in. apart. One 
side is covered with a thin mem- 
brane of the type used for decal- 
comanias. The area that is to con- 
tain the cores is outlined with a 
mask, and the cores are shaken in. 
A second membrane seals them in. 
The membranes are then punctured 
at each hole with a plastic needle, 
and the plane is ready for thread- 
ing. A nylon bristle is spliced to 
the end of a wire to ease the job of 
stitching. 

When the core plane is completely 
threaded, the phenolic sheet is 
trimmed, leaving a border of about 
3 in. around the area occupied by 
the cores, and the wire ends are 
taped to the edge of this border. 
The membranes are then dissolved, 
leaving the cores freely suspended, 
unstressed, and accessible to ven- 
tilation. 

The planes are then framed by 
cementing strips of epoxy glass to 
either side of the phenolic sheet, 
leaving some 23 inches of wire ex- 
posed between the frame and the 
edge of the sheet. 

For assembly of the stack, the 
wires are freed from the edge of 
the phenolic sheet and most of the 
border trimmed away. The planes 
are mounted side by side on an as- 
sembly fixture and connections are 
made between adjacent planes by 
twisting the wires together and 
soldering. All interconnections of 
the digit lines are made in this way. 
The word lines from the ends of 
the plane are soldered to edge con- 
nectors, which will hold circuit 
cards containing the selector diodes. 

After testing, the group of planes 


is removed from the fixture, and 
folded accordion-fashion. 

The stack for Maniac III con- 
sists of 64 planes, each with 64 
word lines and 108 digit lines. The 
digit lines form two 48-bit com- 
puter words, the remainder being 
available as spares, or for parity 
checking. A word line in this mem- 
ory therefore threads two words, 
and a READ operation makes access 
to both simultaneously. Either one, 
or both, may be used by the com- 
puter. 

The memory can be regarded as 
consisting of 4,096 words of 108 
digits each, or 442,368 cores. This 
requires 108 each of reading ampli- 
fiers, digit registers, input gates, 
output gates, and rewrite current 
switches. All these circuits are con- 
tained on one printed circuit card 
for each digit; in all, 14 transistors 
and 18 diodes. 

To test each group of planes, the 
computer was used to scan the word 
lines while an operator scanned the 
digit lines. Faults were displayed 
by the computer and were repaired 
on the spot. 

The cores develop a ONE signal of 
about 60 millivolts. The impedance 
of the loaded twisted-paid trans- 
mission line is about 300 ohms. The 
sense amplifier is a capacitor-cou- 
pled differential amplifier with 
heavy feedback for d-c stabilization, 
with a gain of approximately 30 for 
difference signals and 0.1 for com- 
mon-mode signals. 

The same twisted-pair digit line 
from which the input signal is 
taken also transmits the half core- 
switching current for rewriting the 
digit. A diode switch and biasing 
network disconnects the sense am- 
plifier and allows a common mode 
signal of approximately 1 volt into 
the amplifier. This signal is almost 
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completely rejected at the output, 
and the amplifier is ready for the 
next cycle 0.5 microsecond after 
the end of rewriting. See Fig. 2A 
and 3. 

The rewriting current through 
the double-turn digit winding is 
approximately 100 milliamps. The 
potential of the quiescent line is 
maintained by the diode-resistor 
network at the amplifier input. 
When rewrite current is to be ap- 
plied, one side of the line is 
switched to a fixed negative voltage 
by an npn high-current silicon mesa 
transistor, type 2N697. The other 
side of the line is clamped to a posi- 
tive regulated voltage slightly below 
the quiescent voltage of the line. 
The magnitude of the current is 
established by the line impedance 
and terminating resistor. It can be 
adjusted by varying the difference 
between these voltages. A second 
npn switch and dummy load resistor 
absorb the current when it is not 
switched onto the line. 

For the word-selection system, a 
twelve-digit binary address from 
the computer must be decoded to 
select one of the 4,096 possible word 
lines. This selection is done over 
three logical levels. The first level 
treats the digits in groups of three, 
by a diode matrix. with eight out- 
put lines on each of the four groups. 
The output of these lines is ampli- 
fied and transmitted to a second 
level of logic, also composed of di- 
odes. This level treats pairs of the 
groups of eight and combines them 
with an alerting signal. Two of 
the groups of eight form 64 out- 
puts that drive the word-selection 
switches called the X group. The 
other two groups of eight drive the 
switches of the Y group, Fig. 2B. 

The switches are connected to the 
word lines in the core stack through 
the 1N91 junction diodes so that, 
for any X and any Y, only one of 
the 4,096 selection diodes will be 
forward biased and apply current 
to the line. 

The diodes are mounted in 
printed-circuit cards, 32 per card, 
held at the ends of the core planes. 
The base ends of the diodes of 
each plane are in common and are 
connected to a Y switch, and to a 
constant-current source equal to 
half core-switching current. The Y 
switches are normally biased off, 
and diode clamps absorb the cur- 
rent from the current source. 
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Each word-line wire coming from 
a selection diode has its opposite 
end connected to one of 64 buses 
that pass along the entire stack and 
pick up the corresponding line for 
each plane. These buses are con- 
nected to the X switches and to 
constant-current sources supplying 
a current in excess of core-switch- 
ing current. The X switches are 
normally biased on, and the source 
currents are absorbed through 
these switches. 

When a signal appears from the 
decoder, one X _ switch will be 
switched off. The current source 
associated with this X line is con- 
nected through a word line and di- 
ode to a Y switch, which is now 
connected to a voltage source. Thus, 
full switching current is applied to 
a word of cores, and readout signals 
are picked up. 

After readout, the alerting signal 
to the decoder is dropped, and the 
switches return to normal. How- 
ever, the selected diode, due to 
stored carriers and external control 
of circuit parameters, will conduct 
one-half switching current through 
the Y-switch constant -current 
source, and through the word line, 
in the inverse sense, to the X 
switch. This current, in combina- 
tion with equal currents on the 
digit lines, accomplishes rewriting 
of the cores. See Fig. 3. 

Currents for both reading and 
rewriting depend on _ provisions 





FIG. 3—Memory operating signals. 
Repetitive reading and rewriting to 
a single memory address—14 zeros, 
84 ones. Sweep speed is 0.5 micro- 
second per cm. Upper trace shows 
digit rewrite signal, 20 volts per 
cm, second trace is amplifier output 
signal, ONES and ZEROS, 2 volts per 
cm, third trace shows word line 
driver Y, normally positive, 10 volts 
per cm, bottom trace shows word 
line driver X, normally negative, 
10 volts per cm 





made in the current sources. They 
may be altered independently for 
best operation of the system. The 
clamp-line voltage may be adjusted 
to accommodate the maximum back 
voltage from the cores, and excess 
current may be used for fast read- 
out, with normal currents for re- 
writing. As the cores are not used 
here to establish the usual 2 to 1 
switching criterion, their coercive 
properties are not critical and low- 
drive small-aperture cores were 
chosen for greatest circuit economy. 

The switches are 2N601 transis- 
tors, with collectors grounded, emit- 
ters connected to the word-selection 
circuits, and bases driven by 2N697 
transistors as grounded-emitter 
nonsaturating amplifiers. The cur- 
rent sources are 2N1042 transis- 
tors, with currents fixed by emitter 
resistors, bases connected to a regu- 
lated voltage, and collectors used as 
the current sources. 

The selection system contains 512 
transistors and 864 diodes, exclu- 
sive of the junction diodes for word 
selection. The power dissipation is 
720 watts. The power dissipation 
for the entire memory system (8* 
words) is 1,500 watts. 

Four thousand words of memory 
is operating reliably with cycle time 
adjusted to 3 microseconds. The 
diode recovery detection system, 
which will maintain a lockout of 
the computer until diode recovery 
is complete, has not been placed in 
operation, so the cycle time must 
be adjusted to accommodate the 
slowest diodes in the system. The 
diodes were installed without sort- 
ing for recovery time. When this 
has been done, and recovery detec- 
tion is installed, the system will be 
self-timing and is expected to op- 
erate with an average cycle time 
of 2.5 microseconds. 

The task of providing this mem- 
ory was a joint effort of the A. E.C. 
Applied Mathematics and Comput- 
ing Center of New York University 
and the Institute for Computer Re- 
search, University of Chicago. Un- 
derlying development work’, was 
performed at the Computing Cen- 
ter. 
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ANOTHER MULLARD FRAME-GRID TUBE 


Increased gain, reduced microphonics, and 
better controlled characteristics-these are 
the advantages you get when you specify 
Mullard frame-grid television tubes. 
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Moon-Reflected Propagation Path Is Tested 


USEFULNESS of the moon as a re- 
flector for radio communications is 
limited by low coherent bandwidth. 
Tests indicate that the constantly 
changing multipath structure 
causes several types of distortion, 
although voice transmissions have 
been made successfully using a sup- 
pressed carrier. 

The experiments were reported 
to the National Electronics Confer- 
ence in a paper by R. E. Anderson 
and B. H. Claxton. Double-sideband 
carrier-suppressed transmissions at 
915 Mc were used, and amplitudes 
of each sideband at different sepa- 
rations were recorded and their 
cross-correlation coefficients com- 
puted. 

With high quality standards, co- 
herent bandwidth of the lunar path 
is less than 1,000 cps. Comparison 
tests with tropospheric scatter and 
the Echo satellite indicate that the 
poor sideband correlation and sig- 
nal degradation are peculiar to the 
moon. 

Signals were transmitted from 
Air Force Cambridge Research 
Laboratories, Bedford, Mass., and 
received at the GE Radio-Optical 
Observatory near Schenectady, 
N. Y. The 10-Kw transmitter used 
feeds a linearly polarized signal to 
a 28-ft parabaloid. Another 28-ft 
parabaloid receives the reflections, 
which are fed to a parametric am- 
plifier and then converted in a crys- 
tal mixer to 30 Me. 

Amplified mixer output is sup- 
plied to two communications receiv- 
ers set at 100-cps bandwidth and 
tuned individually to each sideband. 
To compensate Doppler shift and 
ensure that sideband signals stay 
in the pass band, i-f output from 
one receiver drives a carrier phase- 
lock system that controls local os- 
cillator frequency. 

The age delay was removed so 
that the age responds to any signal 
above noise level. Age response is 
set for a time constant of 0.3 sec, 
which follows amplitude fluctua- 
tions as fast as 3 cps, and the age 
voltages are recorded. 

Lunar signals are greatly attenu- 
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ated primarily because of the two- 
way distance but also because of 
equipment losses and because the 
moon is neither a perfect reflector 
or scatterer. In addition, several 
mechanisms in the path cause dis- 
tortion. 

Multipath delay distortion occurs 
because signals reflected over the 
shorter two-way distance to the 
center of the moon arrive 11.6 mil- 
liseconds before those reflected 
from the outer rim. Also scattered 
components are apparently added to 
signals reflected from areas other 
than the center of the moon. 

There are several sources of 
Doppler frequency shifts, which 
contribute to distortion. A maxi- 
mum shift of about 400 cps in the 
two-way path results from orbital 
motion of the moon relative to the 
earth. Rotation of the earth causes 
a maximum Doppler frequency shift 
of about 2,000 cps at the latitude 
where the tests were made. Because 
all components of the signal are af- 
fected equally by these frequency 
shifts, they can be eliminated by 
techniques such as that used in the 
phase-lock receiver. 

Libration of the moon causes dis- 
tortion because signals reflected 
from the side rotating toward the 
earth undergo a Doppler shift dif- 
ferent from those reflected from 
the side rotating away from the 
earth. Although the frequency 
spread is not more than 30 cps, 
libration of the moon also causes 
more serious distortion. The con- 
tinuously varying reflecting surface 
causes a constantly changing multi- 
path structure. 

Topographical variations of the 
moon are quite large compared to 
a wavelength at 915 Mc so that am- 
plitude of a reflected c-w signal has 
a noisy, deep-fade structure like 
tropospheric scatter signals. How- 
ever, dimensions of the moon are 
of the same order of magnitude as 
audio frequencies. Two c-w signals 
separated by as little as 1,000 cps 
have poorly correlated amplitudes. 
By studying amplitude correlations 
at different frequency separations, 


coherent bandwidth can be deter- 
mined and predictions made regard- 
ing distortion. 

In the tests, amplitudes were re- 
corded of the sidebands of tropo- 
spheric scatter signals with 80-Ke 
separation. Correlation was high 
even though some fades were quite 
deep. Bell Labs used a 10-Kw trans- 
mitter feeding a 60-inch parabaloid 
to illuminate Echo. Sideband sepa- 
rations up to 20 Ke were used with 
960 Mc carrier frequency. 

With 20-Ke separation, fading 
rate had a period of about 5 sec- 
onds, which is much longer than 
that of lunar signals and apparently 
results from structure of the ro- 
tating balloon. Even with 1-Mc 
separation, fading correlation is 
high. Neither the rapid fading ex- 
perienced with moon reflections nor 
the marked lack of correlation be- 
tween sidebands was observed, sug- 
gesting that perturbations of lunar 
reflections result from the moon it- 
self rather than the atmosphere or 
particularly its ionosphere. 

The recorded amplitudes of two 
lunar signals separated by 500 cps 
are not nearly as highly correlated 
as tropospheric scatter signals with 
80-Ke separation or Echo signals 
with 20-Ke separation. Correlation 
with separations of 1, 2, 4 and 8 Ke 
become progressively worse. 

The narrow bandwidths do not 
preclude voice communications by 
lunar reflection, however. Several 
successful voice transmissions were 
made from Bell Labs to GE using 
an amplitude-modulated single- 
sideband suppressed carrier. In 
several attempts to use a transmit- 
ted carrier, however, the signal was 
completely unintelligible. 

Although test results indicate 
that the lunar path might not ac- 
commodate the 3,500 cps used for 
voice transmission, speech intelli- 
gence is contained in the spectral 
energy distribution and phase rela- 
tionships of the frequency compo- 
nents are not important. Because 
of the slow changes in spectral en- 
ergy distribution at the syllabic 
rate of about 10 cps, the moon re- 
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Time-tested Standard 
of the Resistor Industry! 


RESISTANCE vs 
FOR EVANOHM 


Specify EVANOHM for exceptional 
stability over wide temperature ranges. 
This WBD precision resistance alloy 
provides high specific resistance, low 
temperature coefficient and low thermal 
EMF to copper. It is especially recom- 
mended for high reliability applications 

. resistors, precision instruments, 
missiles and critical equipment. Avail- 
able in bare wire, enameled or insulated. 


FINE WIRE ALLOYS IN A FULL RANGE OF RESISTIVITIES 
7 3 
ALLOY capeation — aaa, “GGhmalshm/"C, Grech gma/ec 
Evanohm® 75 Ni-20 Cr- 800 + .000005t+ 8.10 
2.5 Al-2.5 Cu (—65° to 125° C.) 
Tophet A® 80 Ni-20 Cr 650 -000085 8.412 
Tophet® C 61 Ni-15 Cr-bal. Fe 675 .00013 8.247 
Cupron® (Constantan) 55-Cu-45 Ni 294 +.000020 8.90 
Baico® 70 Ni-30 Fe 120 .0045 8.46 
Baliast® (Pure Nickel) 99.7 Ni 48 .0060 8.90 
30,60,90,180 Alloys Cu-Ni 30-180 -00130 -.00018 8.90 


¢ .002” and finer 





























Callor write for EVANOHM brochure to— 


WILBUR B. DRIVER COMPANY 

NEWARK 4, NEW JERSEY — Telephone: HUmboldt 2-5550 

In Canada: Canadian Wilbur B. Driver Co., Ltd., 50 Ronson Drive, Rexdale (Toronto) 
PRECISION RESISTANCE, ELECTRONIC AND MECHANICAL ALLOYS FOR ALL REQUIREMENTS 
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flection path is quite satisfactory 
for speech. 


Changing Response Ups 
Space Solar Cell Power 


INCREASE in power of fifteen to 
twenty percent is expected from a 
solar cell for space applications 
that has greater response in the 
blue region of the spectrum. Devel- 
opment of a solar simulator to 
duplicate sunlight outside the 
earth’s atmosphere is credited with 
making the improved cell possible. 
(See ELECTRONICS, Aug. 11, p. 11.) 

Output from the cell, developed 
by Hoffman Electronics, is 9.5 to 
10 watts per square foot of panel 
surface exposed to the sun in space. 
Comparable output from _ older 
types is 8.5 watts. The cell is ex- 
pected to be even more valuable for 
space exploration at greater dis- 
tances from the sun where solar 
energy will be diminished. 

Called the blue cell because of its 
response characteristics, the new 
power source is expected to have a 
'onger useful life in space. Better 
response in the blue region was ob- 
tained by making a thinner diffused 
surface, which increases resistance 
to nuclear radiation. 

The basic criterion for evaluat- 
ing the performance of solar cells 
has been the tungsten standard 
lamp. Although the tungsten lamp 
is satisfactory for cells that will 
be exposed to the sun after it has 
passed through the atmosphere, 
most of the energy from this source 
is concentrated in the red area of 
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Better response at shorter wave- 
lengths permits blue cell to use 
more of the solar energy in space 
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the spectrum. Because most of the 


solar energy in space is in the blue | AC= |e] eo INSTRU Mt ENT 


region of the spectrum, a different 

standard was believed necessary (ow Vi-j-7-Bale),. 
for solar cells destined for space | g 

applications. 

Two light sources are used in 
the simulator. A tungsten lamp 
emitting light largely in the red 
region is combined with a xenon 
lamp that produces light with a 
heavy blue content. Light beams 
from the two sources, after passing 
through a series of filters, are mixed 
and focused on a test platform 
where the solar cells are mounted. 

Accuracy and consistency of the 
energy content provided by the 
simulator is attributed to a pyr- 
heliometer, which  senses_ the 
amount of energy in a light beam 
regardless of color. The _ light 
sources are directed at the pyr- 
heliometer individually and_ to- 
gether while adjustments are made 
to yield the same amount of energy 
that the solar cells would encounter 


from the sun in space. When the Model 8294 provides.a single package 
color from the simulator has been method of maintaining plant-wide 


verified by a spectrometer, it Is instrument accuracy at modest cost. 
then ready for use. 

It had been believed theoretic- Full-scale calibration accuracy of 0.25% for both AC and 

i . eR et : DC meters over ranges from 0.25 millivolt to 2000 volts and 2 
ally that solar cells could be im- microamperes to 20 amperes is provided by this completely self- 
proved by making the top layer contained unit. AC calibrations can be performed from 50 to 400 
thinner, which in effect moves the cps., depending on line frequency used, or the Model 829A can be 
active junction closer to the sur- driven by an optional variable frequency power supply (see below). 


face. The conditions in the cell 
would be altered so that the shorter 
wavelengths of blue light would 
contribute a larger portion of the 
total converted energy. Practical 
tests with the simulator verified 
the theory. 

Spectral response of the blue cell 
and a standard solar cell, both 
chosen randomly, are shown in the 
figure. Peak response of both cells 
occurs at about 0.85 microns. How- 
ever, response of the new cell drops 
to 50 percent at 1.03 microns at 
the red end and 0.48 microns at the 
blue end. Response of the stand- 
ard solar cell also drops to 50 per- 
cent at 1.08 microns at the red end 
but at the blue end it drops to this 
level at 0.53 microns. 

Response range of the new cell 
appears to be about 10 percent 
better than the standard cell, but 
the actual improvement is consider- 
ably better. Because there is much 
more solar energy in the region be- 
tween 0.45 and 0.5 microns, power 
output is expected to be as much 
as 15 to 20 percent greater in space. 


September 15, 1961 


The Model 829A is a comparison type 
calibrator, using horizontally mounted stand- 
ard meters of high accuracy and dependability. 
Range switches and high voltage discharge 
circuits are safety interlocked, protecting the 
standard meters and the meter being tested 
from accidental overloading. Model 829A can 
be used effectively and safely by personnel not 
previously acquainted with instrument calibra- 
tion techniques. Net price $3,150. 


The most compact calibration 
system available is also mobile. 


Photo inset shows the Model 829A se- 
cured with shock mounts on the RFL Model 
10 Test Equipment Cart with the standard me- 
ters recessed into a drop-leaf work shelf. In the 
Cart is a Model 500 Variable Frequency Power 
Supply for line regulation and for supplying 
any frequency for calibration from 50 to 400 
cps. 

Performance is rigidly guaranteed. 

Prices are f.0.b. Boonton, N.J. 
and subject to change without notice. 


CIRCLE 75 ON READER SERVICE CARD 75 





COMPONENTS AND MATERIALS 





VAPOR, THERMIONIC 


cesium ATOMS \! ® A 
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NVERTER 


EXCESS HEAT ENERGY RADIATED away 


ELECTRON FLOW 


Diagram (left) shows how cesium vapor breaks down space charge to increase flow of electrons from cathode to anode. 
Thermionic converter held by A. O. Jensen of General Electric (right) produces enough power for a radio to transmit 


millions of miles through space 


Generating Power From the Sun 


INCREASED ELECTRICAL power re- 
quirements of missile and space ve- 
hicles planned for the future are 
creating the need for a power 
source that is both light weight 
and reliable (see ELECTRONICS, 
Sept 1, p 32). 

Recent technological advances 
have made thermionic converters, 
which convert heat directly into 
usable electricity, a promising an- 
swer to this need. These advances 
include improvements in sealing 
techniques and developments in ma- 
terials technology, as well as power 
output’. The continuing technical 
problem associated with thermionic 
converters is the achievement of a 
practical life. This life problem is 
directly related to the materials 
area. A lesser problem involves a 
reliable, sensitive, simple method 
of cesium pressure control under 
varying conditions of vapor con- 
verter operation. 

Thermionic converters will per- 
mit power systems producing thou- 
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sands of watts of power. Such 
power levels are predicted based on 
data obtained from heat converters 
which were designed and fabricated 
to meet specific requirements for 
solar thermionic generator systems. 

Back in October last year, Gen- 
eral Electric placed vacuum thermi- 
onic converters into commercial pro- 
duction. Operating at a cathode 
temperature of 1,150 C, these vac- 
uum devices had a power density 
of 0.4 watts per sq cm for a total 
output of 2 watts and an efficiency 
of 3 to 4 percent. To achieve this 
power output and efficiency, this 
type of converter must have ex- 
tremely close anode-cathode spac- 
ings, about 0.5 mil or less, pri- 
marily to minimize the effect of 
space charge. 

Since then, increases in power 
output, operating efficiency, and 
life have been obtained with an- 
other type of thermionic converter, 
a vapor device. These G. E. vapor 
thermionic converters use cesium 


contained in a reservoir to adjust 
the work functions of the anode 
and cathode surfaces, and a vehicle 
for creating a plasma in the inter- 
action space between the anode and 
cathode. These converters have 
integral radiators and _ reservoirs 
and can operate in a vacuum or 
inert atmosphere without auxiliary 
cooling or typical laboratory con- 
trol, both of which would be imprac- 
tical for space applications. 
Operating at cathode tempera- 
tures of 1,530 C, one type of vapor 
thermionic converter has produced 
4.6 watts per sq cm for a total 
power output of 23 watts at an op- 
erating efficiency of about 16 per- 
cent. Vapor converters operate 
within a cathode temperature range 
from about 1,500 C down to about 
1,200 C. At cathode temperatures 
of around 1,300 C, for instance, 
they generate 2.4 watts per sq centi- 
meter with 11 percent efficiency. 
General Electric has concentrated 
its efforts in the 1,500 C range and 
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This 24” diameter coil wound with 18 pounds of #.064x.130CCHEP rectangular magnet 
wire, is entirely self-supporting because it’s made of Anaconda’s new cement-coated 
epoxy magnet wire. The outstanding bond strength of this wire is stable at high 
temperatures, too, so coils can be removed from the oven and handled while still 

hot without danger of deforming. 


new CEMENT COATED EPOXY 
magnet wire makes possible 
coils that hold their 
shape without support, 
hot (200 C) or cold 


The secret’s in the bond strength. Anaconda’s new 
130 C (Class B) cement-coated epoxy magnet 
wire forms a bond so strong that the coil is com- 
pletely self-supporting. 

No ties or braces are needed at any temperature 
up to 200 C. In fact, it can be removed from the 
oven at 200 C and dipped in encapsulating mate- 
rials without losing its shape. Both ways you save 
on production costs. 

The unique Anaconda epoxy cement coating 
softens just enough to bond each wire firmly to 
adjacent wires. The higher the temperature (to 
200 C) the stronger the bond. It’s a contact bond 
with minimum flow. 

And the inherent dielectric properties and lim- 
ited flow of the epoxy cement actually contribute 
to the electric strength of windings. Thus you can 
use cement-coated epoxy wire with little or no in- 
crease in overall diameter of the wire. 

More advantages: Anaconda cement-coated 
epoxy magnet wire won't hydrolize in enclosed sys- 
tems; it's completely compatible with standard 
transformer oils, varnishes, insulation and encapsu- 
lating materials; it’s available in all sizes of round, 
square and rectangular, in spools, reels, pails or drums. 

For more information about Anaconda cement- 
coated epoxy magnet wire, contact Anaconda Wire 
and Cable Company, 25 Broadway, New York 4, 
New York, Department EFL-1-E. 


ASK THE MAN FROM 


ANACOND 


FOR CEMENT-COATED EPOXY MAGNET 
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Gertsch Freq Meter 


MEASURES AND GENERATES: 20 mc to 1000 mc 


ACCURACY: 0.0001%, exceeding FCC 
requirements 5 times 


MODULATION: AM, 30% at 1000 cps; FM 
1 kc at 30 mc, 5 kc at 150 mc, 
or 15 kc at 450 mc max. 


This portable instrument in one complete package enables you to 
measure both frequency and frequency deviations in the maintenance 
of mobile communications systems. 


__ As optional equipment the FM-7 Frequency Meter can be com- 
bined with the new DM-3 Deviation Meter as illustrated. The DM-3 
is a dual-range deviation meter with 15 kc. and 7.5 kc full scales. 


By combining the FM-7 and the DM-3 you get a single instru- 


ment capable of measuring and generating carrier frequencies plus 
reading peak modulation deviation. 


Write for complete literature. 


—=(ertsch = 


GERTSCH PRODUCTS, Inc. 
3211 South La Cienega Boulevard, Los Angeles 16, California/UPton 0-2761 - VErmont 9-2201 
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below, because lower operating tem- 
peratures usually indicate optimum 
solar thermionic system design. 
Consideration, however, is also be- 
ing given to selected applications 
at higher temperatures. 

Below 1,500 C, G. E. engineers 
already see a useful life of 1,000 
to 10,000 hours of steady operation. 
And where particular applications 
allow the metal-ceramic seal tem- 
perature to be kept below approxi- 
mately 500 C, this magnitude of 
life is possible now in properly fab- 
ricated devices. 

The high temperature metal-to- 
ceramic seal and its compatibility 
with cesium vapor is the major, con- 
tinuing materials problem. How- 
ever, one program, aimed at a 
1,000 C metal-ceramic seal already 
has yielded a ceramic seal that is 
compatible with cesium vapor at 
700 C. 

G. E.’s experience indicates that 
vacuum thermionic converters may 
have reached their maximum per- 
formance, at least with the mate- 
rials and techniques currently avail- 
able. Their belief is that a power 
density of about half-a-watt per 
sq em and an efficiency of approxi- 
mately four percent is the most 
that can now be achieved in pro- 
duction-type devices having a rea- 
sonable life. 

The same is true of simple vapor 
diode converters; meaning a rea- 
sonable, practical limit has been 
reached with diode converters oper- 
ating with cesiated surfaces in the 
lower temperature region. 

Although some small improve- 
ments in the reduction of the anode 
work function may be expected, 
power density and efficiency figures 
are not expected to change signifi- 
cantly for simple diode converters. 

In the near future, the power out- 
put and efficiency of thermionic 
converters will be increased. One 
design, a triode vapor converter, 
promises to almost double present 
output power and efficiency in the 
cathode temperature region below 
1,300 C. 

Triode converters will be based 
on an electron injection principle 
with a grid located within the cath- 
ode sheath. Vapor triode converters 
appear to make feasible a power 
density of four watts per sq cm and 
an efficiency of about 20 percent 
at a cathode temperature of about 
1,300 C. As noted above, diode 
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converters at a comparable temper- 
ature have produced 2.4 watts per 
sq cm at an 11 percent efficiency. 

The gain in power density and 
efficiency accrues mainly through 
a reduction in cathode fall bought 
about by injecting a portion of the 
cathode emitted electrons into the 
grid-anode region with a kinetic 
energy of a few electron volts. 

Apart from using solar heat, 
work is going on to use thermionic 
converters imbedded in atomic piles 
to convert nuclear heat directly into 
electrical power. Additional heat 
sources for thermionic converters 
include rocket engines as well as 
conventional chemical and fossil 
fuels. 

In addition to a triode converter, 
G. E.’s Power Tube Department is 
working on two new types of ther- 
mionic converters. One type will be 
an integral thermal storage con- 
verter containing a material that 
would be able to store up enough 
heat while a satellite is within sight 
of the sun to allow continuous gen- 
eration of power in the satellite sys- 
tem as it passes behind the earth’s 
shadow. 

This type of converter would be 
useful in low-orbit satellite mis- 
sions, within 300 to 500 miles of 
the earth. 

The other type, in early stages of 
development, is a ceramic-coated 
thermionic converter being de- 
signed for use in portable power 
generetors. 

REFERENCE 

(1) E. A. Baum and A. O. Jensen, 
Thermionic Converter—Design Status and 
Forecast, General Electric Power Tube 


Department, paper presented at Power 
Sources Conf., Atlantic City, May 1961. 


New Molding Methods 


IMPROVED molding techniques, de- 
veloped at Mycalex Corp., permit 
reductions in the cost of electronic 
parts molded from Mycalex or Su- 
permica ceramoplastics, according 
to Jerome Taishoff, president of the 
company. 

The newly perfected techniques 
are most valuable in producing such 
dielectric parts as relay spacers and 
motor end plates. Parts with a 
small amount of contouring, or with 
small male and female excursions in 
topology, can also be produced on 
presses using the new method. 

Savings on some parts run as 
high as 84 percent. 
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LAPP 
GAS-FILLED CONDENSERS 


High Voltage 


High Current 


High Frequency 
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Lapp’s experience of 18 years of design and manu- 
facture of gas-filled condensers is back of this 
precision-made unit and its promise of years of 
trouble-free duty. It is small in size and low in loss, 


| offers high voltage and current ratings, high frequency limits, safety, punc- 


ture-proof operation and constant capacitance under temperature variation. 

The entire electrical and mechanical assembly of the Lapp gas-filled con- 
denser is supported by a top aluminum ring, the steel tank serving only as a 
support for this ring and as a leak-proof gas container. High-potential plates 
are carried on a rigid center stud which is supported by a top ceramic bowl. 
Grounded rotor plates are carried on ball bearings nearly the full tank diameter. 
This construction provides a grounded tuning shaft on variable models and 
makes possible efficient and complete water cooling for high current operation. 

Models in four tank diameters, 7” to 18”, are available, in variable or fixed 
capacitances, for duty up to 30,000mmf; in current ratings to 400 amps at Ime; 
operating voltages to 80Kv peak. Write for Bulletin 302, with complete de- 
scription and characteristics data. Lapp Insulator Co., Inc., Radio Specialties 
Division, 183 Sumner Street, Le Roy, N. Y. 
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PRODUCTION TECHNIQUES 





Plastic overlay is used by assembler (left) to check progress. 
full size on the template; component polarity markings are indicated; wires, etc., are shown in color. 
tic overlay (right) for installing five diodes, and a drawing of the complete circuit 





Components to be added at each step are outlined in 


Typical plas- 


Transparent Overlays Speed Circuit Assembly 


TRANSPARENT overlays can speed 
the fabrication of etched circuit 
boards. Not only is assembly faster, 
but reworks are fewer and inspec- 
tion is more efficient. The plastic 
overlays are being used by General 
Dynamics/Pomona, Div. of General 
Dynamics Corp., to give step-by- 
step information necessary for ac- 
curate fabrication of the etched cir- 
cuit boards. Intricate drawings, 
—often a source of error because 
of multiple call-outs and many lines 
—are not needed. 

Each of the overlays shows an 
outline—to exact size—of the cir- 
cuit board to which it applies. The 
specific location of each part to be 
installed ig shown. An 
sembler responsible for mounting 
resistors, for example, can find the 
exact location of each resistor by 
placing the proper overlay over the 
circuit board and matching the out- 
line of the board to the overlay 
outline. Colored parts, such as re- 
sistors or lead are repro- 
duced in their proper colors on the 
overlays. Part values and polarity 
are also noted. An inspector, using 


also as- 


wires, 
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the same overlay, can quickly make 
a visual check on accuracy after 
the assembler has completed each 
step. 

The mass of detail typical of 
drawings is eliminated. Multiple 
callouts, the maze of lines, and 
tightly packed or distorted illustra- 
tions are all unnecessary with the 
overlay technique. It has been well 
established that too much informa- 
tion not only confuses the assem- 
bler but makes the inspector’s job 
more difficult. 


Although cost of the plastic over- 


Extrusions Form 


By L. C. OAKLEY, 
Vice President, 
Mid-Eastern Electronics, 
Springfield, N.J. 


Inc., 


ALUMINUM EXTRUSIONS in three 
basic shapes provide efficient, at- 
tractive housings for a series of 
compact, high-output d-c power 
sources designed for missile ground 


lays is slightly higher than paper 
drawings, the cost savings in other 
areas more than make up for it. 
The technique greatly reduces re- 
work caused by errors in assembly. 
Efficiency of assemblers using over- 
lays has been substantially in- 
creased. The process also elimi- 
nates the need for the inspector to 
serve as a foreman. The assembler 
can use the overlay to check his 
own work and does not need to ask 
the inspector. As a result, one in- 
spector can check twice as many as- 
semblies .as previously. 


Efficient Housing 


support and industrial equipment. 
The package can be assembled, or 
disassembled for maintenance, in 
a few minutes. 

The extrusions are finned corner 
pieces, gold-anodized clip sections 
and a center partition. These are 
cut to length (package height) on 
a cutoff machine. The corner pieces 
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How would you choose between 
these two coaxial connectors? 


The answer depends on your circuit re- 
quirements. The ipc® connector on the 
right was specially designed for a customer 
who needed a BNc-type connector for high 
voltage operation. We designed this con- 
nector for use up to 5000 vde. It looks like 
the AMPHENOL® connector on the left, a 
standard snc rated at the usual 500v. 
This is typical of the differences between 
ipc and AMPHENOL connectors. Approxi- 
mately 60 per cent of the ipc connectors 
we market each year are special designs to 


SAP EE LPF 


meet individual customer’s requirements. 

The AMPHENOL connector line, on the 
other hand, offers you the most complete 
selection of uG-types available from a 
single manufacturer as well as Push-On®, 
Quick-Crimp®, and Subminax® connectors. 

So, you see, you really don’t have to 
choose between the two. RF Products 
offers you industry’s most complete 
line of standard coaxial connectors— 
AMPHENOL—as well as the custom engi- 


neered line—ipce. Together, they can solve 
all your connector problems. 

You can get full details by writing 
for Catalog D3 which presents the 
AMPHENOL line in detail, and Catalog 11 
which describes the ipe connector line. If 
you don’t find the connector you want 
in these catalogs, call your nearest RF 
Products representative. He'll be happy 
to work with you to develop exactly the 


connector you need. Registered Trademark 


Division of Amphenol-Borg Electronics Corporation « 33 East Franklin St., Danbury, Conn, 
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THIS 
IS WHERE 
IT COUNTS 


NEW ERIE SOLID STATE 500T BI-DIRECTIONAL CONTROL COUNTER 


This is a rugged high-speed control counter with bi-directional capabilities for 
digital closed loop control. It offers for the first time anti-coincidence circuits for 
random add/subtract inputs, a digital-to-analog converter and an excess error 
alarm. The instrument has true modular construction in which individual circuit 
‘boards are readily inserted from the front for functional versatility and ease of 
maintenance. In-line NIXIE readout can be supplied when required. 

The unique anti-coincidence circuit used prevents interference between add and 
subtract pulses arriving simultaneously. This provides absolute accuracy as 
opposed to conventional anti-coincidence circuits. The analog output is propor- 
tional in both magnitude and polarity to the algebraic sum of the add and 
subtract inputs. The readout indicates the instantaneous algebraic sum. 

For example, where the 500T is used for control of motor speeds, the pulses 
arrive at both the add and subtract inputs at exactly the same rate when the 
controlled motor is running at the desired speed. Any speed change develops 
an analog output to a servo system which returns the motor to the proper speed. 
The same basic process would apply to the mixing of liquids or chemicals. 
Applications for the 500T are virtually unlimited since it provides digital control 
of such parameters as flow, speed, position, and many others. An industrial case 
is available for applications in rugged environments. 





Rack Mounting Model Industrial Model 


Complete technical information available on request. 


Quality Where It Counts 


ERIE PACIFIC, DIVISION OF 
ERIE RESISTOR CORPORATION 
12932 S. Weber Way, Hawthorne, California 
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are finned on the outside for heat 
dissipation and are grooved in the 
inside for mounting printed circuit 
boards. Power transistors are 
mounted on the center partition. 
End slots in the partition fit tightly 
over keys on the corner pieces. 

To assemble a unit, the bottom 
plate, which carries the connector, 
is wired to the harness. The trans- 
former is mounted on the bottom 
plate and the two corners which 
fit around the transformer are 


Mechanical parts of package 


Corner and clip extrusions 


CIRCUIT BOARD 
wy; 


(KF “a 


Cross-section through one corner 
of an assembly 


fastened to the bottom and clipped 
together. The other components are 
added and the remaining two cor- 
ners and their clips are attached. 
The corner pieces are fastened to 
the top and bottom plates with neo- 
prene gaskets and screws. If the 
unit is to be waterproof, Silastic 
compound is added at the junctions 
of the corners and on the interiors 
of the clips. 

This packaging method has re- 
sulted in a 60 percent reduction in 
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Completed unit, ready for use 


cost. Labor cost is lower and in- 
spection and adjustment is easier. 
The unit can be completely dis- 
assembled in less than five minutes 
and the printed circuit board can be 
replaced in one minute. All com- 
ponents are reliably fixed in posi- 
tion. 

Improved heat dissipation per- 
mitted a 33 percent increase in 
power output. The unit can operate 
in still air without an external heat 
sink. Tests indicate excellent heat 
transfer from the center partition 
to outer surfaces with practically 
no temperature differential between 
any two points on the unit. 

The initial unit in this series 
Was a 12-volt, 3-ampere d-c unit 
for Atlas missile support equip- 
ment. The first approach, quickly 
discarded, had all components pot- 
ted inside a transformer can. It 
required an external heat sink and 
was not maintainable. 

Units were then housed in finned 
sand castings. Capacitors and cir- 
cuit boards were supported in foam 
rubber above potted transformers 
and rectifiers. Transistors were 
mounted externally in recesses ma- 
chined in the housings. This design 
was produced for more than a year, 
but machining and assembly were 
costly, maintainability was limited, 
external transistors reduced relia- 
bility and components might slowly 
migrate in location in shock and 
vibration environments. 
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““‘twofer’”’ 


With Heinemann’s Type A Silic-O-Netic®, you get two relays 
for the price of one: a time-delay relay and a load relay. In 
one small package (shown actual size above), you get a time- 
delay relay that can double, if you wish, as a load carrier, too. 
(It’s got a continuous-duty coil; you don’t have to use aux- 
iliary lock-in circuits or slave relays.) 

The Type A tips the scale—barely—at three ounces. It 
comes with any delay you spec, from a quarter-second to two 
minutes, can be supplied for use on any one of twenty stand- 
ard AC or DC voltages. Contact capacities range up to three 
amps. Maximum power consumption is two watts AC, three 
watts DC. Switching is SPDT or DPDT. Operating life is some- 
where in the millions (the hydraulic-magnetic delay element 
is hermetically-sealed, fatigue-free). 

The Type A (and the entire line of Heinemann time-delay 
relays) is described in full in our Bulletin 5003. A copy is 
yours for the asking. 


HEINEMANN ELECTRIC COMPANY 
@B@ 


176 BRUNSWICK PIKE TRENTON 2, NEW JERSEY 


BA-2466 


CIRCLE 83 ON READER SERVICE CARD 83 





New On The Market 


Dual-Gun Storage Tube 


FOR SATELLITE AND MISSILE TRACKING 


ALLEN B. DUMONT LABORATORIES, 750 
Bloomfield Ave., Clifton, N. J. Dual- 
gun 10-in. storage tube has high 
accuracy for satellite and missile 
tracking. It utilizes a patented gun 
structure to achieve deflection 
linearity within 1 percent (no de- 
flection plate current). Advantages 


Television Comparator 
MAGNIFICATION UP TO 300 


GPL DIVISION, General Precision, 
Inc., 63 Bedford Road, Pleasant- 
ville, N. Y. Specially designed c-c tv 
system enables an operator to in- 
spect, in minute detail, components 
such as transistors, resistors, mi- 
crominiature wafers, and subas- 
sembiies. Unit can also be used to 
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are the ability to track from two 
separate antennas or two angles or 
points. Storage time of the tube is 
from 3 to 10 min. Writing speed is 
200,000 ips at 40 lines per in. reso- 
lution and 50 foot lamberts light 
output. 
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TIMES 


examine and study live biological 
specimens and standard lab slides. 
Using a control stick, an operator 
can position the image on the 
screen, and change its magnifica- 
tion through the entire range with- 
out loss of focus. 
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Tantalum Capacitors 
HIGH-RELIABILITY 


FANSTEEL METALLURGICAL  CORP., 
North Chicago, IIl., announces tan- 
talum capacitors with a 99.997 
percent reliability per 1,000 hr. 
Units are offered in ratings from 
15 to 560 y»f for temperatures 
ranging from —55 to +125 C. 
They will withstand 40 g shock and 
2,000 cps vibration at 20 g. Rat- 
ings are available at maximum 
d-c working voltages from 4 to 
125 v. 
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Tiny Silicon Chopper 
ENCAPSULATED PACKAGE 


SOLID STATE ELECTRONICS CO., 15321 
Rayen St., Sepulveda, Calif. Model 
6 rugged solid state Microchopper 
will connect and disconnect a load 
from a signal source. It may also be 
used as a synchronous demodulator 
to convert an a-c signal to d-c. 
Linear switching or chopping of 
voltages can be accomplished over a 
range extending down to +20 pzv 
and up to +20 v. Chopper is an 
inertialess device that can be driven 
from d-c to 100 Kc. 
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Varactor Diodes 
MICROETCH TYPE 


PHILCO COoRP., Lansdale, Pa. Types 
L-4110, L-4111, and L-4112 var- 
actor diodes provide simultaneous 
operation at max frequency and 
max voltage. They have very high 
cutoff frequency and increased ca- 
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HOTTEST 
NEWS 


in the industry 





Super-Temps new versatile wire and cable 
with an operating temperature of 1000°F.... 
flexibility ...moisture resistant properties 

is bringing a new high standard of quality to 
today’s most demanding industries. 


New design potentials with MGT are 
literally unlimited and new economies and 
more efficient operations are being 
obtained in present equipment. 


MGT wires are ideally suited for incorporation 
in cables of single or multi-conductor 
constructions. Braided wide shielding of 
various metals including stainless steel can 
be used. Jackets of Glass Fiber Braids 

or other materials compatible with 

high temperature usage are obtainable. 


Below is a test chart showing results from 
our own and other laboratories. 


Specimen 41-324 (AWG) 7/32 W.P.C. Specimen 42-720 (AWG) 7/28 W.P.C 





TEST SPECIMEN #1 | SPECIMEN #2 
Dielectric 1.5 KV 1 Min, 
5% Salt Solution 

Test #1 Passed Passed 
1000°F. for 30 Minutes 

Dielectric 1500 for 20 sec. ee for 60 sec. 
550 Breakdown 

Insul. Res. 6000 Megohms 12 000 Megohms 
— Test 

800°F. for 30 Minutes 

Cool to Room Temp. 

Insul. Res. infinite infinite 
4.2 Saltwater Bath 1 Hr. 

Insul. Res. infinite infinite 
4.3 800°F. for 30 ‘foae 








infinite infinite 

Hi-Pot 1 KV for 1 Min| Passed Passed 

5 Breakdown 4.8 KV 2.7 KV 

Cycle Test (conducted on 

single specimen) ‘ 

1 1000°F. for 30 Minutes 
Cool to Room Temp. 

Insul. Res. infinite infinite 

1000°F. for 30 Minutes 

Insul. Res. infinite infinite 

Hi-Pot 1 KV for 1 Min| Passed Passed 

Insul. Resist. 300,000 

Megohms infinite 
Breakdown 2 KV 2.2KV 


INSULATION RESISTANCE CHECKED AT 500 VOLTS D.C. 
EXCEPT WHERE NOTED ABRASION TEST—(JANCO) Specimen 
#1—39.8 Inches; Specimen #2—61.3 Inches. 
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WIRE AND CABLE 


Super-Temp has the largest line of wire and cable, the best 
production facilities, and a nationwide network of engineer- 
ing representatives ready to serve you at a moment’s notice 
... good reasons to always specify Super-Temp. 

For information on availability and prices of amazing new 
MGT wire and cable write, wire or phone...your inquiry 
will receive prompt attention, 


SuperTemp 


AMERICAN SUPER-TEMPERATURE WIRES, INC. 


A Subsidiary of Haveg Industries, Inc. 
8 West Canal Street, W inoski, Vermont—U Niversity 2-9636 
General Sales Office: 195 Nassau St., Princeton, N. J— WaAlnut 4-4450 


Heep Ahead with 


HAVECG, 
, eee N 
Finst IN Lapineared PLastics 


Super-Temp is a specialist in Teflon* and Silicone Rubber Insula- 
tions. Products include: Magnet Wire, Airframe Wire, Hook-up 


Wire, Coaxial Cables, Miniature & Jumbo Cables and Tapes. 
*Dupont’s TFE FEP Resins 


CIRCLE 85 ON READER SERVICE CARD 





pacitance variation promoting unu- 
ual efficiency. Units are designed 
for use as harmonic generators at 


frequencies up to 3 Gc, 6 Ge and 10 


Multiturn Potentiometer 


Ge. They may also be used as para- 
metric amplifiers or r-f tuning de 
vices. 
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FOR MISSILE MANUFACTURERS 


GENERAL CONTROLS CO., 1320 So. 
Flower St., Burbank, Calif. The 
PM305 10-turn pot measures 2 in. 
in diameter and weighs 5 grams. It 
features a molded body, which con- 
tributes to its reliability in tem- 
peratures ranging up to 150 C. Ro- 
tation of the wire-wound pot is 
3,600 deg, plus 20 deg, minus 0 


Planar Transistor 
STAR GEOMETRY 


MOTOROLA SEMICONDUCTOR PRODUCTS 
INC., 5005 E. McDowell Road, Phoe- 
nix, Ariz. Silicon transistor com- 
bines advantages of epitaxial 
growth and _ surface passivation 
with internal star geometry opti- 
mized for highly efficient operation 
in circuits ranging from d-c to 100 
Me. Star configuration is said to 
provide the greatest emitter and 
base perimeter-to-area ratio obtain- 
able, thereby increasing the fre- 
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deg, with an active coil length of 
8 in. Torque is 0.5 oz in. max. 
Resistance range is 50 to 100,000 
ohms; resistance tolerance, +3 per- 
cent with the best practical being 
+1 percent; power rating, 1 w at 
85 C. 
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quency response of the unit without 
affecting its current-handling capa- 
bility. Switching speed at 0.5 amp 
is 10 nsec. 
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Transistor Cooler 
THERMOELECTRIC 


GENERAL THERMOELECTRIC' CORP., 
P.O. Box 253, Princeton, N. J. The 
F-3TC Frigistor, a thermoelectric 
cooling module of high pumping 
capacity, is intended for use with 


TO-3 and TO-41 transistor cases. It 
has three TE couples, the cold sides 
of which extract heat from the case. 
The heat is pumped out to the other 
side of the transistor cooler and re- 
jected to a chassis, fins, or heat 
sink. The F-3TC provides cooling at 
any current up to 17 amp. 
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Current Regulator 


HIGH ISOLATION FACTOR 
CIRCUITDYNE CORP., 480 Mermaid 
St., Laguna Beach, Calif., intro- 
duces a two-terminal component 
used for limiting current in elec- 
trical networks. The Currector is a 
solid-state unit, available in fixed 
ratings from 1 to 10 ma in 10 per- 
cent increments. Standard current 


tolerance is percent. Typical 
admittances are as low as 1 pohm, 
and both polarized and nonpolarized 
versions are available. 
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Preset Counter 
ADD-SUBTRACT 


ROBOTOMICS, INC., 2422 E. Indian 
School Rd., Phoenix, Ariz. Dual pre- 
set quantities may be counted in 
add or subtract mode at speeds up 
to 100,000 per sec with model 3004 
S predetermining counter. Count- 
ing direction is controlled manually 
or with automatic electronic control 
by supplying input pulses to one of 
two control lines. Relay outputs or 
pulse outputs initiate any desired 
action upon completion of each pre- 
set count. 
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Subminiature Rectifiers 
INTERNATIONAL RECTIFIER CORP., 233 
Kansas St., El Segundo, Calif. One 
thousand to 2500 v. subminiature 
rectifiers for high voltage multi- 
plier circuits provide 85 to 100 ma. 
CIRCLE 311 ON READER SERVICE CARD 


Coaxial Relay 
OMEGA PRECISION, INC., 757 N. 
Coney Ave., Azusa, Calif. Operat- 
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No derating headaches 
with General Electric 


Subminiature Rectifiers 


RATINGS AND CHARACTERISTICS 


These silicon subminiature glass rectifiers can be operated reliably 
right up to the current and voltage ratings shown below . . . no de- 
rating necessary! And G-E transient PRV ratings provide added pro- 
tection when you choose the right rectifier for your application. 
Another important protection: rugged design to meet military 
requirements. 

So for outstanding reliability under all operating conditions in 
magnetic amplifier and other low leakage circuits, ask your Semi- 
conductor Products District Sales Manager for complete information 
on G-E subminiature rectifiers. Or write to Rectifier Components 
Department, Section 25131, -General Electric Company, Auburn, 
New York. In Canada: Canadian General Electric, 189 Dufferin 
Street, Toronto, Ont. Export: International General Electric, 150 
E. 42nd St., N.Y. 17, N.Y. 

FOR FAST DELIVERY OF SUBMINIATURE RECTIFIERS AT FACTORY-LOW 
PRICES, SEE YOUR AUTHORIZED G-E DISTRIBUTOR. 





JEDEC or Repeti- Tran- Max. loc Max. loc Max. Full 
GE Type ' sient at 25°C at 150°C Load Volt- 
Amb. Amb. age Drop at 25°C 


Number PRV 














400 ma 150 ma 
400 ma 150 ma 
400 ma 150 ma 
400 ma 150 ma 
400 ma 150 ma 
200 ma 75 ma 
400 ma 150 ma 
200 ma 75 ma 
400 ma 150 ma 
200 ma 75 ma 
400 ma 150 ma 
200 ma 75 ma 
400 ma 150 ma 
200 ma 75 ma 
400 ma 150 ma 
200 ma 75 ma 
720 400 ma 150 ma 











GENERAL @@ ELECTRIC 
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BROADBAND 
VERTICAL 
RADIATORS 


for frequency ranges from 2 to 6 mc. 
| 4.5 to 13.5 mc.-11 to 33 mc.-or similar ranges 


A multi-frequency service radiator requiring no matching equipment 


ADVANTAGES WIND TURBINE COMPANY 


@ Extremely constant input impedance 
over a wide frequency range. WEST CHESTER, PA. 
Phone: OWen 6-3110 


@ Power handling capacity to 150 kw. or 
more. 

@ Radiation performance equal to, or 
better than a conventional radiator 
without the need of impedance match- 
ing equipment. 





TRYLON TOWER AND ANTENNA SYSTEMS | 
© RESEARCH @ MANUFACTURE 
© DEVELOPMENT « INSTALLATION 





Write, wire or phone for information or application to your requirements. 
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(2 BS the complete line... 


8-13 Digits + Direct Reading 
incremental « Photoelectri« 


DIGISYN® DIGITAL 
POSITION TRANSDUCERS 
(Non Contacting) 
®@ Direct Reading Cyclic Codes: Binary; 


Pragiamumer » Special Sine/Cosine; BCD; Special. 


Encoders 





@ Incremental Counts per rev: 1000 thru 
65,000. Many counts standard. 


® Qualified to Military Specifications. 


@ Integral Power Supplies, many models. 
Airborne Incremental 


Minimum Weight @ Remote Go-No-Go test provisions. 


@ Output Counters and Decimal 
Displays available. 


Send for Engineering Data or call 


14- . 
17 Digits + Direct Reading (Boston) COpley 7-8425 


incremental + Sine/Cosine 


? 
Li WAYNE-GEORGE 


(ADCON DIVISION) 


588 COMMONWEALTH AVENUE e BOSTON 15, 





MASS. 
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ing voltage is 22-32 v d-c, vswr is 
1.2. Unit is less than one in. in di- 
ameter. 
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Heater Blankets 
USE ETCHED FOIL 


THERMAL CIRCUITS, 
St., Beverly, Mass. A new type of 
construction, utilizing resistance 
alloy foil etched to shape is now 
being used to manufacture flexible 
electric heater blankets. The etched 
circuit eliminates wire windings. 
Foils as small as 1 by 3 in. are 
etched and laminated in Teflon for 
very thin, high performance heat- 
ers of electronic components. 
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INC., 59 Park 


Beam Evaporator 


ALLOYD ELECTRONIC CORP., 37 Cam- 
bridge Parkway, Cambridge, Mass. 
Electron beam evaporator for ultra- 
high purity metallic and ceramic 
films includes electron gun and vac- 
uum chamber. 
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Epoxy Pellets 
SIMPLIFY BONDING 


EPOXY PRODUCTS, INC., 137 Coit St., 
Irvington, N. J. Epoxy in pellet 
form becomes a universal bonding 
material suited to production line 





techniques. Pellets eliminate such 
drawbacks as difficulty in mixing, 
difficulty in metering and skin irri- 
tation. They will bond practically 


any kind of material to any other ask 
kind. Shear strength of a steel to 


to show you 
how to ae 
identify 





























Tantalum Capacitors 
AXIAL LEAD 


Road, Bennington, Vt. The HV- 
type axial lead tantalum foil ca- 
pacitors have single unit ratings to ] t ] 

300 wvde over the temperature comp e e y 
range —55 to +85C, and to 250 
wvde from —55 to +125 C. Units 
save space and weight by eliminat- | at 


TANSITOR ELECTRONICS, INC., West your products NS 











ing series connections and balance 
resistors formerly required for 
such voltages. 
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A-C Voltage Standard 
TENSOR ELECTRIC DEVELOPMENT CO., cost 
INC., 1873 Eastern Parkway, Brook- 
lyn 33, N. Y. Accuracy is +0.1 per- 


cent at 100v output. 
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Whether your electrical and electronic products range from subminiature and 
microminiature components to large panels and “‘packages’’, you can identify 
them all completely and clearly, at production speeds, with economical Markem 
methods engineered to your particular requirements. For example: methods to 
mark odd shapes, sizes and surfaces with your complete and detailed legend, 
using quick-change type flexibility and ink to meet military specifications and with- 
stand unusual environmental conditions—and above all, with savings in time and 
money—are offered by Markem, one responsible source for the entire process. 


For a complete in-plant analysis of all your product identification processes—or 
a practical answer to a specific problem—call in your local 
| Markem Technical Representative. This unique service 
: i is confidential and without obligation. Markem Machine 
Coax Termination Co., Electronics Division, Keene 5, N. H. 
WITH LOW SWR 


12-page catalog on request. Please use inquiry card. 
HEWLETT-PACKARD CO., 1501 Page 
Mill Road, Palo Alto, Calif. A low 


reflection load for terminating MARKENMM 


50-ohm coaxial systems a their HELPS YOUR PRODUCT SPEAK FOR ITSELF 
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‘Gver ani 


APD* system 





ry 2200000000 


aRSa2 [oenssco ; 


HERE’S THE FIRST 
SMALL COMPLETE 
DATA-ACQUISITION 
SYSTEM (eric s0" sat 
Acquisition system is a complete and 
compact solid-state packaged system 
designed to meet a wide range of 
instrumentation requirements. You can 
use it to read out thermocouples, 
resistance thermometers, strain-gage 
transducers or any other DC voltage 
jow-impedance sensors. Modular plug-in 
board design allows great flexibility— 


one chassis can provide a complete 
20-channel system. 


Data is sampled at 20 samples per 
second; repeatability is 0.1% of full 
scale. Output can be shown or recorded 
directly in engineering units with sign 
indication and channel identification. 
Readout can‘»be converted to punch 
tape, magnetic tape, typewriter or other 
storage medium. 


The new Genisco APD requires low 
power and is ideal for portable, lab- 
oratory, or field use. Call or write 
today for prices and complete details. 


*Analog-to-Pulse Duration 
Patent Applied For 








( jenisco 











2233 Federal Ave., Los Angeles 64, California 





characteristic impedance is avail- 
able. Model 908A has a swr of less 
than 1.05 from d-c to 4,000 Mc. It 
is useful for terminating coaxial 
devices during most swr measure- 
ments, or as a production line im- 
pedance standard. Power rating is 
4 w average; maximum input is 1 
Kw peak. 
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A-C Voltage Standard 
PORTABLE UNIT 


SENSITIVE RESEARCH INSTRUMENT 
corP., 310 Main St., New Rochelle, 
N.Y. Model FLH thermocouple 
transfer standard measures di- 
rectly in percentage of reading, 
the influence of frequency on the 
indication of voltmeters, calibra- 
tors and other transfer standards. 
Frequency influence is measured to 
an accuracy of +0.01 percent from 
1.5 v to 1,125 v over a span of 20 
cps to 50,000 cps. 
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Linear Transducer 
HIGHLY SENSITIVE 


ASSEMBLY PRODUCTS, INC., Chester- 
land, O. Transducer converts a 
linear position to a signal that 
reads out on a meter. The signal 
need not be amplified. The trans- 
ducer is best suited to measuring 
deviations of a few thousandths of 
of an inch from mechanical null. 
When only indication of the signal 
is required, a panel meter is used 
with the transducer. If control of 
an operation is also desired, the 
transducer may read out to a me- 
ter-relay. 
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Shutter Switch 


LITTON INDUSTRIES, Airtron Div., 
200 E. Hanover Ave., Morris Plains, 
N. J. X-band waveguide shutter 
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first 
choice of 
all 4 


production 


management 


Because the 
BUYERS’ GUIDE 
satisfies the 
buying and specify- 
ing needs of all 
four segments of the 
industry! Gives more 
information in less 
space. Easier to use. 
Only the 
BUYERS’ GUIDE 
has been screened for 
usefulness over a 20 year 
period... comes to you 
compact, complete 
and accurate. 


gives more to all 4! 


=¥(-let dae) aller) 
BUYERS’ GUIDE 


and REFERENCE ISSUE 


electronics 





switch is 1.65 cubic in. and weighs 
under 334 ounces. 
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Oscilloscope Cart 
PRICED AT $29.95 


ATLANTIS METAL PRODUCTS Division 
of Atlantis Electronics Corp., P.O. 
Box 451, Garland, Texas, announces 
a scope cart for oscilloscopes or 
auxiliary equipment. Features: 
graduated back stop support; 4 in. 
swivel caster wheels; collapsible for 
storage. Dimensions: 29 in. high 
(25 deg tilt) by 15 in. wide by 27 
in. long. Frame is made of 1 in. 
o-d steel tubing. Trays are made 
of heavy 20 gage cold rolled steel. 
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Time Delay Relays 
ACCUTRONICS, INC., 403 N. Foothill 
Xd., Beverly Hills, Calif. Relays 
provide fixed or adjustable time de- 
lays from 100 usec to 300 seconds. 
Price range is from $29 to $45. 
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Induction Motor 
CONTINUOUS-DUTY 
KEARFOTT DIVISION, General Pre- 
cision, Inc., 1150 McBride Ave., 
Little Falls, N. J., announces the 
EF-30-1 totally enclosed, continu- 
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Tape Speed 
Compensation Module 


Playback Module 


« en 


Based on unique DCS Frequency Translation! 


@ Permits magnetic recording and playback of multichannel, 
constant-bandwidth, time-correlated research data. 

@ Unique frequency translation and multiplexing techniques 
permit optimum use of recorder bandwidth capabilities. 


@ Physically and electrically interchangeable modules make 
custom system assembly easy. 


e@ Compatible with existing DCS analog and digital equipments. 


UNIDAP-~—a new concept...complete systems-engineered modular 
capability for acquisition, storage and playback of multichannel 
static and dynamic research data! Completely transistorized! Oper- 
ator can modify system characteristics to adapt to the recorded 
data. Entire system automatically compensated to eliminate effects 
of wow and flutter. Modules can be interconnected at will using pro- 
gram boards. System can be expanded to meet future requirements 
and adapt to improved recorder capabilities. 


Three systems are available immediately; others will follow: 


MARK 1 All standard IRIG channels are available. Also, center 
frequencies to 1 mc with deviations to 40%. 
. Simultaneous continuous FM magnetic recording of 1 to 
10 channels of 500 cps intelligence data plus reference fre- 
quency on single tape track of 50 kc bandwidth recording 
capability. 

Similar to Mark 500. Records 1 to 10 channels of 2000 cps 
on 200 kc bandwidth track. 


e All above are nominal 1% accuracy systems, subject to terminal 
equipment employed. @ Full range of accessory calibration and test 
equipment available. 


If you’re concerned with magnetically recorded data for any pur- 
pose, you’ll want to know more about UNIDAP’s unique capabilities, 
For more information, address: Dept. E-1-7. 


MARK 500. . 


MARK 2000 .. 


a for Research: 
Ground and A 
Analog and Digital Data Mer seem and Systems 


BS SOs RE a 


DATA-CONTROL SYSTEMS, IN 


Los Angeles: Palo Alto + Wash., D. C. » Cape Canaveral 
Home Office: E. Liberty St., Danbury, Conn. « Ploneer 3-9241 
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e Housing available for bench applications. 


UNIDAP FM Data Systems provide 
capabilities never available before! 


91 





POLARIS 
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PROVEN 
CONNECTORS 


LIONEL 


Series WM-20 


Extra Reliability With— 
e Rugged Die-Cast Housings | 
e Diallyl Phthalate Moldings | 


e Beryllium Copper Contacts 
For Extended 
Insertion/Withdrawal Life 


fwiddeititt tg 


Five sizes, 34 to 104 contact 
range @ Also available for 

#16 wire terminations e Meet 
applicable MIL specs 

e Materials & specifications 
modified to meet your 

special needs— 


Write Dept. 29-PW for Series WM-20 
Dimensional Data Sheets 


¢L) Lionel 
Electronic 
Laboratories 


(Formerly Anton Electronic Laboratories) 


1226 Flushing Ave. 
Brooklyn 37, N.Y. 
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ous-duty, fan - cooled induction 
motor. Designed to suit a variety 
of military and commercial] appli- 
cations, the unit operates at a speed 
of 5,500 rpm and complies with the 
applicable specifications of MIL-E- 
16309, MIL-STD-108A, and U.S. 
Signal Corps Specification 72-53. 
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Power Resistors 
T-C of + 10 PPM/DEG C 


OMTRONICS MFG., INC., P.O. Box 
1419, Peony Park Station, Omaha 
14, Neb. Miniature precision power 
resistors are available with a guar- 
anteed temperature coefficient of + 
10 ppm/deg C max, over a temper- 
ature range from — 55 C to + 350 
C. Identified as Code No. C-10, 
they are available in both inductive 
and noninductive windings, power 
ratings from 4 to 10 w, resistance 
range from 25 to 275,000 ohms, and 
tolerances to + 0.05 percent, de- 
pending on size and type. 

CIRCLE 327 ON READER SERVICE CARD 


Magnetic Regulators 
FOR SCR CONTROL 


ORTHO FILTER CORP., 7 Paterson St., 
Paterson, N. J. Ortho-Trig mag- 
netic regulators are capable of 
firing and controlling kilowatts of 
power. The self-contained magnetic 
control circuit is capable of con- 
trolling the leading edge of the 
silicon controlled rectifier gate 
voltage wave over a range of 0 to 
180 deg. The 60 cps unit measures 
12 in. sq by 33 in. high and weighs 
16 oz. The 400 cps unit measures 
1% in. in diameter by 2} in. high 
and weighs 5 oz. 
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Tantalum Capacitors 


COMPONENTS, INC., Smith St., Bid- 
deford, Maine. Subminiature, solid 
electrolyte units, polarized and non- 


a? 


77° ey 





microminiature 
multi-pin 
connectors 


3 sizes available from stock: 
3” OD—up to 7 contacts; 

14” OD—up to 19 contacts; 
43” OD—up to 47 contacts. 


Designed for Military relia- 
bility. 


Write for complete literature 


omega precision, inc. 
757 N. Coney Ave., Azusa, Calif. 
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polarized, have a hexahedral shape, 
are available in five sizes. 
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Terminating Arrows 
AND SPEARS 


COAX DEVICES, Box V, Chelsea 50, 
Mass., offers to the microwave en- 
gineer a group of terminating 
arrows and spears each of which 
produces a vswr of 1.03 or less 
when placed in corresponding wave- 
guide and operated over its wave- 
guide range. They are made of 
Microloss type F, a material that is 
fungus proof, moisture resistant, 
and able to withstand severe tem- 
perature changes. Prices on single 
units range from $10-$20. 
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Film Resistors 


OHMITE MANUFACTURING CO., 3677 
Howard St., Skokie, Ill. Film pat- 
terns in wafer type, micromodule 
film resistors permit user to tailor 
resistance to required values. 
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Tote, 


Dual Gun Oscilloscope 
WEIGHS 22 LB 

PACKARD BELL ELECTRONICS, 12333 

W. Olympic Blvd., Los Angeles 64, 

Calif. Dual gun, d-c to 5 Me oscil- 

loscope is priced at $495. With only 
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GOT 
A PROBLEM 
OF TUBE OR 
COMPONENT 
RETENTION? 


Birtcher produces more than 10,000 types 
and styles of tube and component reten- 
tion and cooling devices. The solution to 
your tube, transistor and component cool- 
ing and retention problems can probably 
be found in the new Birtcher catalog. If 
not, send us your problem and we'll design 
number 10,001. 

available from 


authorized Birtcher distributors 


NEW! 

Write today for your 
copy of the new 
comprehensive Birtcher 
Retention/ Cooling 
Devices Catalog. 


THE BIRTCHER 
CORPORATION 


INDUSTRIAL DIVISION 
B 745 South Monterey Pass Road, 


Monterey Park, California #°= 
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ANOTHER IMPORTANT BREAKTHRU! 


DUROTHERM 


Non-freezing Long-Life 


| 
| 


SOLDERING TIPS 


HI-PERFORMANCE Tips for use in HI-PERFORMANCE, HI-TEMPER- 
ATURE Irons. Tips positively cannot stick or freeze in any iron— 
easily removed after months of service. No need to remove tips 
daily. Minimum loss of heat delivery. Tip shank immunized from 
solder, except on working surface at end of tip—prevents creeping 
of solder into element tip hole and spilling of solder on components. 


SEND FOR CATALOG—showing the most complete line 
of industrial Soldering Irons and Long-Life Clad Tips. 


HEXACON ELECTRIC COMPANY 
130 West Clay Ave., Roselle Park, New Jersey 


SERVING INDUSTRY FOR OVER A QUARTER OF A CENTURY 
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GUDELACE @& 


TAKES THE 
SLIPS 
OUT OF 
LACING 


Try this simple test. Tie a piece of Gudelace around a pencil in a half hitch and 
one end. Gudelace’s flat, nonskid surface grips the pencil—no need for an extra finger 


<o hold Gudelace in place while the knot is tied! 


Sti 


94 


Gudelace makes lacing easier and faster, with no cut insulation, or fingers—no slips 
or rejects—and that’s real economy. Gudelace is the original flat lacing tape. It’s 
engineered to stay flat, distributing stress evenly over a wide area. The unique nonskid 
surface eliminates the too-tight pull that causes strangulation and cold flow. Gudelace 
is made of sturdy nylon mesh, combined with special microcrystalline wax, for out- 


inding strength, toughness, and stability. 


Write for a free sample and test it yourself. See how Gudelace takes the slips—and 
the problems—out of lacing. 


GUDEBROD 


Electronic Division 
225 West 34th Street e 
New York 1, N.Y. 


BROS. SILK CO., INC. 


Executive Offices 
& 12 South 12th Street 
Philadelphia 7, Pa. 
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---« WITH DYNASERT 
COMPONENT INSERTING 
MACHINE 


Depend on Dynasert to insert all types 
of axial-lead components accurately time 
after time after time. Automatically 
feeds, trims, bends leads, inserts, and 
clinches. Leads automatically clinched 
to follow circuit, are easier to solder 
tightly. Inserts both small (to .032” di- 
ameter) and large components. Opera- 
tors are trained quickly, components in- 
serted up to ten times faster. See how 
Dynasert can increase reliability, cut 
costs for you. Write today. Dynasert 
Dept., United Shoe Machinery Corp., 
Boston, Mass. 


mented. 


DYNASERT. 
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RESISTANCE 
THERMOMETERS 
by REC eccee 


- 435 to+1800 F 


Whether you are concerned 
with temperature measure- 
ments at -435° F or +1800° F 

there is a wide variety of 

REC temperature probes to 
fit your requirements. REC 
specializes in the design of 

high precision temperature 
probes, using highest purity 

platinum resistance elements, 


Care and skill during manu- 
facturing result in strain-free 
probes of highest stability. 


Write for New Catalog No. 
66030 for further information 
on REC's many Temperature 
Probes, Pressure Trans- 
ducers, Pitot-Static Tubes. 


ROSEMOUNT 


ENGINEERING 
COMPANY 


MINNEAPOLIS 24 MINNESOTA 
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two types of vacuum tubes and the 
crt, the scope is designed for easy 
maintenance and repair. Identical 
amplifiers on each vertical input 
provide identical traces over the 
full screen face with no phase shift. 
A preamplifier is built into the 
lower vertical amplifier, increasing 
the sensitivity from 100 mv/cm to 
1 mv/em. Sweep range is from 1 
pwsec/cm to 1 sec/cm. 
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Magnetic Tape Certifier 


CYBETRONICS, INC., 235 High St., 
Waltham 54, Mass. System inspects 
all channels simultaneously for sur- 
face dirt, creases, inclusions, ete. 
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Conversion System 
ANALOG-TO-DIGITAL 


ELECTRONIC DEVELOPMENT CORP., 
423 W. Broadway, Boston 27, Mass. 
Model 8040 multichannel analog- 
to-digital conversion system will 
automatically translate up to 40 
channels of varying voltage data 
into 13-bit 8-4-2-1  binary-coded 
decimal form, and then prepare this 
data on punched cards in IBM 
format. 
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Thermocouples 
FEATURE VERSATILITY 


AERO RESEARCH INSTRUMENT CO., 
315 N. Aberdeen St., Chicago 7, 
Ill. Temperature ranges of AirOpak 
thermocouples are from —400 to 
3,000 F. Sheath diameters are 0.40 
to 0.32. They can be bent to shapes; 


electronics 





VARIAN 
Potentiometer 
RECORDERS 

Offer exceptional 


versatility because... 





THERE ARE ACCESSORIES FOR 


ALARM/CONTROL 


Alarm and control switches, and 
retransmitting slide wires, add 
a valuable dimension of simple 
control to the already-versatile 
two-channel G-22. With these 
optional accessories they can 
work unattended to control two 
variables within the 1% accuracy 
of the recorder, while making a 
permanent record of what has 
happened. 


1% accuracy, spans from 10 mv to 
500 v, 1 second full-scale balance 
time, two chart speeds standard, four 
optional (3¢"/hr. to 16”/min.), full 
scale zero adjust, event markers and 
other options. Portable and rack- 
mounted models available from 
$1,075. Write Instrument Division: 


VARIAN 


associates 


PALO ALTO 1, CALIFORNIA 
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weldments can be performed di- 

rectly on thermocouples. They are 

pressure tight to 50,000 psig. 
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Lapping Machine 
CAN CUT COSTS 


FEDERATED ELECTRONICS, INC., 139- 
14 Jamaica Ave., Jamaica, N.Y. 
Development of a new lapping ma- 
chine in the manufacture of 
germanium crystals could save the 
transistor industry millions of dol- 
lars, it is claimed. The unit, a 
modification of an optical industry 
lens grinder, will turn out german- 
ium crystals flatter and more 
parallel and eliminates a number of 
processes in the making of the 
crystals. 
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Power Triodes 


EITEL-MCCULLOUGH, INC., 301 Indus- 
trial Way, San Carlos, Calif. For 
use as zero-bias Class-B linear am- 
plifiers, the triodes provide peak- 
envelope powers ranging from 500 
to 20,000 w. 
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Pot Conformity 

TAPE PROGRAMMED 
JONATHAN ELECTRONICS CORP., 720 
E. Walnut St., Fullerton, Calif., in- 


troduces a nonlinear potentiometer 
conformity tester with tape pro- 





SENSITIVE RESEARCH 


plume! 


.05% accurate 
+ Miniature DC 
Potentiometer! 


Model PC 


PocketPot 


Precision DC measuring po- 
tentiometer with self-con- 
tained galvanometer and bat- 
tery operated standardiza- 
tion circuit. Direct “in line” 
readout. Additional voltage 
and current ranges can be 
obtained by using it in com- 
bination with the Model PC- 
S, a switch controlled, 05% 
accurate “plug in” unit of 
the same size. 


Additional a gy mann 

ACCURACY: + .05% of read- 
ing or + .5 mv., which- 
ever is greater. 

RANGES: 0-5.099 v; when 
used with PC-S, 0-500 v. 
and 0O—lamp. 

RESOLUTION: Continuous. 1 
mv. divisions on slide 
wire. 

SENSITIVITY: Infinite resist- 
ance at null. When used 
with PC-S, 2,000 0/v. 

SIZE: 9” x 4%” x 1%”. 

WEIGHT: 3 Ibs. 


E 
N 
T 
0 
M 
E 
I 
E 


*Copyright U.S.A, 
Patent Applied for 


» 


RESEARCH 
INSTRUMENT CORPORATION 


NEW ROCHELLE, N.Y 
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HOW TO 
WRITE 
TECHNICAL 
LITERATURE 


Instructions 
Explanations 


TECANICAL 
WANN ve 
GUIDE 


A book every 
technical man 
should have 


Sets forth the basic principles 
and techniques of technical 
writing for handy reference or 
serious study 


Drawing upon many years of ex- 
perience, the editors of Philco’s 
Technical Publications Dept. pro- 
vide this practical guide to techni- 
cal writing. A useful book for the 
man who occasionally writes tech- 
nical explanations and procedures, 
or the career technical writer. 
Covers the subject from basic 
fundamentals, writing circuit ex- 
planations and procedural instruc- 
tions, to preparing a manuscript 
for printing . . . with special em- 
phasis on equipment manuals. 
Over 200 pages, spiral bound, 
work-copy form. 


Price $375 Postage Prepaid. 


MAIL COUPON TODAY 
FOR PROMPT DELIVERY 





THE PHILCO TECHNOLOGICAL CENTER 
P.O. Box 4730 
Philadelphia 34, Pa. E-1 


Please send the TECHNICAL WRITING GUIDE 
postage prepoid.! enclose $3.75. (Please 
make check or money order payable to 
Philco Technological Center. Sorry, 
No C.O.D.'s.) 


NAME 





ADDRESS 





CITY 





STATE 











(a cs es ce ces ee Se cS SS 
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grammed function control plus dis- 
play and chart readout. It offers a 
completely automatic means of 
measuring deviation from prede- 
termined voltage transfer func- 
tions. An average pot can be tested 
at 36 points in less than 4 minutes, 
with an average of 2 minutes re- 
quired for set up. 
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Radiator/Retainers 


THE BIRTCHER CORP., 745 S. Mon- 
terey Pass Rd., Monterey Park, 
Calif. Combination radiators and 
retainers for mounting in flip-flop 
or push-pull circuits are double- 
ended with tapped base. 
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Cryogenic Sensors 
TWO TYPES 


MINNEAPOLIS-HONEYWELL REGULA- 
TOR CO., Wayne & Windrim Aves., 
Philadelphia 44, Pa. These tiny 
sensors measure cryogenic temper- 
atures from 4 to 40 deg Kelvin 
(— 269 to — 233 C). One sensor 
measures surface temperatures, 
while the other device is a probe- 
type unit for internal applications. 
They can be used with conventional 
millivolt-type instruments. 

CIRCLE 340 ON READER SERVICE CARD 


Cable Assemblies 


BOSTON INSULATED WIRE & CABLE CO., 
Bay St., Boston 25, Mass. Minia- 
ture coaxial and triaxial cables are 
available with connectors in 50, 
75, and 95 ohm sizes. 
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Angular Accelerometer 


DONNER SCIENTIFIC CO., Concord, 
Calif. Force balance angular ac- 
celerometer, less than 4 0z., is avail- 


STancOR 


ELECTRONICS. INC. 


(Formerly Chicago Standard 
Transformer Corporation) 


A shorter name for a broader product line 


Power supplies for 


thermo: 
eleciric 
flevices 


FILTER CHOKE 





Epc 

(output to 
thermoelectric 
element) 


] 


























Stancor has designed dozens of 
these power packs, covering the 
full range of low voltage, high 
current applications. We can 
supply the proper power trans- 
former and choke—or the com- 
plete package—to meet critical 
ripple requirements of thermo- 
electric devices. Write for 
Stancor Engineering Bulletin 
#603 for additional information. 


Over 800 Stancor stock trans- 
formers, filters toroids, and other 
components for military and com- 
mercial applications, are available 
for immediate delivery through 
your local Stancor Industrial Dis- 
tributor. Ask him for Catalog 
CS-101. 


STancoR 


ELECTRONICS. INC. 


(Formerly Chicago Standard 
Transformer Corporation) 


3502 W ADDISON STREET 
CHICAGO 18, ILLINOIS 
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able in ranges from +500 rad/sec’* 
to +1500 rad/sec’. 
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Directional Couplers 
THREE CONFIGURATIONS 


BOMAC LABORATORIES, INC., Salem 
Road, Beverly, Mass. Directional 
couplers are offered in three gen- 
eral configurations: cross guide, 
sidewall, and topwall coupling to 
meet the requirements of moderate 
cost, high power handling capacity 
and high directivity, respectively. 
Units are available with customer 
specified coupling value, power han- 
dling capacities ranging from 70 to 
2.700 Kw. 
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Waterproof Plug 
VECTOR 

Lawndale, 
with 


MANUFACTURING, 5616 
Houston, Tex. For use 
signal circuits for offshore 
geophysical work, the plug can be 
repaired on the job because of a 
replaceable banana pin screw-in 
connection. 
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Veegeael 
rr t 


Tetrode 

FOR F-M, TV 
312 No. 
Calif. 
in f-m 


PENTA LABORATORIES, INC., 
Nopal St., Santa Barbara, 
The 4-100A tetrode, used 
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SPAN GEIS 
INAS: 


VERNITRON 3-MINUTE CONTROL SYNCHROS 
DELIVERED ON REGULAR | 


PRODUCTION BASIS 


ALL SIZES—11 through 23 

| ALL TYPES — Transformers, 
| Differential Transmitters 
| and Standard 

| ALL ENGINEERED & MANUFACTURED TO: 
MIL-S-2335 MIL-S-16892 FXS-1066 
| MIL-S-12472 MIL-S-20708A 

ALL AVAILABLE WITH MAXIMUM ELEC- 
| TRICAL ERROR OF +3 MINUTES! A major 
| break- through, made possible by VERNI- 
| TRON specialization in precision synchro 
| component design and manufacture. 


Transmitters, 
—- Thru-Bore 


| 
| 
| 





60 & 400 CYCLE 


WRITE, WIRE, PHONE 
NOW for complete 
price, delivery and 
specification data; 
ask for new 
Vernitron Catalog 


E FR RIE T FRE ORY ius i precision 


coo rR 


oe orRte aA TF 


129 Old Country Rd., Carle Place, N.Y. 


SERVO COMPONENTS 
oOo m™ 


Ploneer 1-4130 TWX: G-CY-NY-1147 


West Coast Plant: 1742 So. Crenshaw Bivd., Torrance, Cal.—FAirfax 8-2504 TWX: TNC-4301 


The Hagan Model H-O may be used as 
a single instrument, or up to four differ- 
ent conductivity measurements may be 
recorded in a single meter case. Pro- 
vides continuous reliable measurement 
for a moderate investment. 

Temperature compensation is con- 
tinuous and automatic, and limit 
switches may be installed for applica- 
tions where drastic changes in dissolved 
solids may damage equipment. 


Write for Bulletin OE-10004 


<® HAGAN 


CHEMICALS & CONTROLS, INC. 
HAGAN CENTER, PITTSBURGH 30, PA. 
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ERVICE CARD 
FERRITE 
ISOLATORS 


by L)-B3 


-for exceptionally 


high performance... 


a full range of sizes 
30-day 
deliveries 





DE MORNAY( F498 BONARD| 


® 


DE MORNAY-BONARDI 
780 So. Arroyo Parkway, Pasadena, Calif. 
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ROHN 
COMMUNICATION 


TOWERS 
STAND THE TEST! 


Everyone knows that ice loading, 
coupled with high winds, is the 
severest of all tests for a tower. 
Here are details of how a ROHN 
No. 55 Communication Tower with- 
stood such a test: 


B. 


=e 
3 - 


f 
Pee 
— 


A partially erected ROHN Tower 
was caught in a severe Canadian 
ice and snow storm in December, 
1960. Only 120 ft. was erected of 
the 250 ft. completed tower when 
the storm broke. It withstood the 
tremendous rigors of the ice and 
wind! After the storm passed, this 
ROHN Tower was completed to 
become part of a communication 
system in Montana. Midwest Com- 
munications did the erection for 
Rohn Systems, Inc. 

For Towers That Stand Rigorous 
Abuse, Call or Write: 


ROHN Manufacturing Co. 


3 


P. O. Box 2000 
Peoria, fllinois 


“Pioneer Manufacturer of 
Towers of All Kinds” 
Representatives Coast-to-Coast. 














broadcasting, television, and other 
services, can be operated at fre- 
quencies up to 110 Mc. Plate-dissi- 
pation rating is 1,000 w. Tube will 
provide up to 3,400 w of plate 
power output as a Class-C c-w or 
f-m amplifier, and more than 2,600 
w as a Class-C amplitude-modu- 
lated amplifier. 
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Magnetic Tape Recorder 


AMERICAN CONCERTONE, INC., 9449 
W. Jefferson Blvd., Culver City, 
Calif. Recorder features a dual- 
differential capstan drive system 
and concentric reel design. 
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Encoders 
ANALOG-TO-DIGITAL 


NORTHERN PRECISION LABORATORIES, 
INC., 541 Commerce St., Franklin 
Lakes, N.J., announces analog-to- 
digital shaft position encoders 
based upon the Gray Code format. 
Units are available in ranges from 
2° to 2°. Precious metal alloy code 
drums are utilized in lieu of etched 
or plated disks. Multi-strand wipers 
are used on each track to increase 
reliability and to reduce noise. 
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Stacking Module 
FOR MILITARY USES 


MODULAR ELECTRONICS co., P. O. 
Box 552, Santa Ana, Calif. The 
EM-136 module provides the sys- 
tem designer with a unique pack- 
age design for modular subsystem 
circuits. Design is well suited for 
military electronic applications in 
missiles, aircraft, underwater in- 
strumentation and sounding rock- 
ets. It allows the stacking of up to 
14 units in a single system. 
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MIDIGEm 


Only 1” in diameter . . . weighs 30 
grams ... as many as 8 decks and 
up to 12 positions per deck. These 
are among the features of Tech 
Labs’ new all-molded miniature 
Type 3A tap switch. 

Designed for a wide range of mili- 
tary and commercial applications, 
this single-hole mounted switch 
has adjustable stops if fewer than 
12 positions, single pole, or 6 po- 
sitions, double pole, are required. 
“Shorting” and ‘“non-shorting” 
types are available and the switch 
can be furnished solenoid-oper- 
ated and hermetically sealed. 


SPECIFICATIONS 


Size: 1” diameter, 1%” with terminals. 
‘First deck, 1-1/16” fong. Each additional 
deck, 42” long. 


Weight: First deck, 30 grams. 10 grams 
for each additional deck. 


Rating: 1200 volts rms, 2000 VDC, 5 
amps (carrying) 115V. 


Insulating resistance: 100 megohms min- 
imum at 500 volts DC. 


Life: 1.5—2 million revolutions. 
Contact resistance: 

(standard) 6-10 milliohms. 
(silver) 3-5 milliohms. 
Temperature range: —65°C to 100°C. 

Mounting: Single-hole. 


Meets MIL-S-3786 and MIL-E-5272C 


>" | write for details 


nc. 
9 LABORATORIES: ‘ 6) 


PALISADES PARK, NEW JERSEY 
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COAXIAL TYPE SWITCHES 


... Multi-position, single or multiple gang 





Now you can switch coaxial line circuits quickly 
and without error. These handy, inexpensive units 
are available with ““UHF”’, “BNC”, ““N” and Phono 
type connectors for use with either 52 or 75 ohm 
lines. Phono connector types are specific for Hi-Fi 
applications. Other types are designed to handle 
RF Power up to 30 MC, | KW input. 


Model 556 


Stock items ready for shipment are: 


Model 550A—Single gang, single poe, 5 position switch 
with UHF connectors. Price: $8.25 each. 

Model 551A—Single gang, 2 pole, 2 position special purpose 
switch with UHF connectors. Ideal for switching any device 
in or out of series connection in coax line circuits. Price: 


$7.95 each. 

Model 560—Single gang, single pole, 5 position switch, same 
as Model 550A except with BNC type connectors. Price: 
$11.95 each. 

Model 561—Single gong. 2 pole, 2 position special purpose 
switch, same as Model 551A except with BNC type con- 
nectors. Price: $9.95 each. 

Model 570—Single gang, single pole, 5 position switch, same 
as Model 550A except with N type connectors. Price: 
$13.35 each. 

Model 580—Single gang, single pole, 5 position switch, 
same as Model 550A except with Phono type connectors. 
Price: $7.35 each. 


Model 580 


Beaver & Canal ° Bristol, Penna. 
Foreign Sales—Royal National Corp., 250 West 57th St., New York 19, N.Y. 


Multiple gang types, up to 6 gang for single pole—S 
position switches, and as required for 2 pole—2 posi- 
tion switches, are made to order with any connector 
types listed above. Prices on request. 


OTHER B&W EQUIPMENT: Transmitters AM-CW-SSB © Transistorized Power 

verters and inverters ¢ Dip Meters ¢ Matchmasters ¢ Frequency Multipliers 
Low Pass Filters e T-R Switches e R. F. Filament Chokes © Transmitting R. F. 
Plate Chokes e Band-Switching Pi-Network Inductors e Cyclometers ¢ Antenna 
Coaxial Connectors ¢ Baluns ¢ Variable Capacitors © Toroidal Transformers e Fixed 
and Rotary edgewound Inductors e Plug-in Coils with fixed and variable linkse 
Straight type air wound coils in a variety of dimensions. 
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PRINTED CIRCUIT 
DRAFTING AIDS 


Time Saving Shapes and Narrow Tape for 
Making Printed Circuit Master Drawings 


and Shims 


The operator no 


MACK NO SMa ; 
peessume SENSITIVE TAPE / twme paps. 


longer needs 
three hands to put the components 
together! 

Applications on which one tube 
is radiused or saddled to fit over 
onother are sometimes difficult to 
preform with a washer or shim. 
The stiffness of the washer may 





hold the radiused member away 
from the other tubes. By curving 
the washer to the curvature of the 
tube, the problem is minimized. 
Curving a shim permits snapping 


of the shim onto the tube. 


LUCAS-MILHAUPT Exginecring 
5051 South Lake Drive, Cudahy, Wisconsin 
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“KWIKY-DOT” overlapping Donuts 
and solid Discs for quick and easy 
application. 

Pressure-sensitive Teardrops, 

Twin Pads, T’s, and Corners. 

Black non-stain, non-smudge narrow 
tape in 15 or 60 yd. rolls from 
1/32” wide. Also red translucent 
and black on white. 


WRITE FOR HANDY CROSS REFERENCE 
CHART, PRICE LIST AND FREE SAMPLES. 


BY-BUK COMPAN 
4314 WEST PICO BLVD ) ANGELES 19, CALIF 


Same Day Shipment is Our Usual Service 
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Maximum reliability is 
built into every foot of 





PRODUCT BRIEFS 





GATING DEVICE for silicon controlled 
rectifiers. Dresser Electronics, 555 
N. Fifth St., Garland, Texas. (349) 


SERVO AMPLIFIER high powered. 
Westamp Inc., 11277 Massachusetts 
Ave., Los Angeles 25, Calif. (350) 


CRYOGENIC THERMOMETER submin- 
iature. Radiation Research Corp., 
Westbury, L. I., N. Y. (351) 


REMOTE ANGLE COUNTER servo 
mounted unit. Theta Instrument 
Corp., 520 Victor St., Saddle Brook, 
N. J. (352) 


AUTOMATIC VOLTAGE REGULATORS 
heavy-duty. The Superior Electric 
Co., Bristol, Conn. (353) 


DECADE RESISTOR/DIVIDER flexible 
and accurate. Precision Apparatus 
Co., Inc., 70-31 84th St., Glendale 
27, L. I., N. Y. (354) 


TELEMETERING FILTERS fast re- 
sponse. Hisonic, Inc., P. O. Box 
534, Shawnee, Kansas. (355) 


DIGITAL PRINTER 4 line per sec 
counting rate. Northeastern En- 
gineering, Inc., 25 South Bedford 
St., Manchester, N. H. (356) 


MINIATURE CONNECTORS in kit form. 
Omega Precision, Inc., 757 N. 
Coney Ave., Azusa, Calif. (357) 


DIGITAL OHMMETER low-cost. Non- 
Linear Systems, Inc., Box 728, Del 
Mar, Calif. (358) 


GLASS ZENER DIODES 51 subminia- 
ture types. International Rectifier 
Corp., 233 Kansas St., El Segundo, 
Calif. (359) 


NEED AC-OPERATED 
MILITARY RELAYS? 


4 “ R % 
pore! size 
3 oF 2 
Rectifier circuits . . . full-wave bridge 


and half-wave .. . use highest quality 
miniature silicon diodes. Note potted 








For reliable switching 
... try “Diamond H" 


Series RA and SA 
relays with a-c coils 





These relays for 400 cps and 60 cps 
operation are identical in size and 
weight to Hart’s widely specified 
Series R and S d-c relays and meet 
the same specifications*. They pro- 
vide the same shock resistance (to 
50G), the same vibration resistance 
(to 20G-2000 cps), and the same 
performance under temperatures 
ranging from -—65°C to +125°C. 
Contact ratings from dry circuit to 
10 amps, 115 volts a-c resistive and 
30 volts d-c resistive. 

The “Diamond H”’ line includes 


“Foamax” — Royal's 
new Foam Dielectric 
Cable, manufactured 
to meet highest qual- 
ity and performance 
standards. Write for a 
| sample length and 
“= .=-| technical data. 


hundreds of standard models and 
special variations are possible. Ask 
for literature and specification list. 


CRYOGENIC VALVES low leakage. Hy- 
draulic Research & Mfg. Co., 2835 
N. Naomi, Burbank, Calif. (360) 


\\ 


iN 


| yey ys tat AE MRUAAREE® \yy) 


*Like the R and S series, they meet the 
requirements of MIL-R-5757C. Models 
are also available to fill the require- 
ments of MIL-1-6181. 


<& 


MANUFACTURING COMPANY 
202 Bartholomew Avenue 
Hartford 2, Conn. 

Phone Jackson 5-3491 


TEMPERATURE CHAMBER large vol- 
ume-low gradient. Delta Design, 
Inc., 3163 Adams Ave., San Diego 
16, Calif. (361) 





i 


——— ENCLOSURE seals by Koldweld proc- 
ROYAL ELECTRIC CORPORATION ess. Scully-Anthony Corp., 4707 


301 Saratoga Avenue Willow Springs Road, LaGrange, 


ROYAL, 


+++ @M associate of 


CALIBRATION INDICATOR for tension 
and compression loads. Baldwin- 
Lima-Hamilton Corp., Waltham 54, 
Mass. (363) 
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If you live in the 

EAST or MIDWEST 

mY Senor a write or phone 

INERTIAL > = ZA ae the LITTON 
TEST <q e® > ma Research & Engineering 
EQUIPMENT =>: es , 4 } Staff Representative 
DESIGN A ¥ nearest you: 
i, Spee : Mr. Harry Laur, 

221 Crescent Street, 

Waltham, Mass. 

TWinbrook 9-2200. 


Electronic diagnosis? Can you design and build equipment Mr. Garrett Sanderson, 
to isolate operational malfunctions in complex electronic and 375 Park Ave., 
electro-mechanical systems? Required: experience with tran- New York City, New York, 
sistorized circuitry, digital or analog computing techniques, 
and/or sub-miniature electro-mechanical devices and 


associated electronics. Write or phone Mr. Donald Krause. Mr. Robert L. Baker, 
Qualified applicants will be considered regardless of race, creed, color or national origin. 360 No Michigan Ave 
. ” 


LITTON SYSTEMS, INC. Guidance & Control Systems Div. ; 
Woodland Hills, California Chicago, Ill, ANdover 3-9191 


PLaza 3-6060, 





























solid-state 
power supplies meet 
critical aematrny 





Custom-designed and 
standard EIC solid-state 
power supplies meet 
your most demanding 
requirements for frequency 
and voltage regulation, size, and 
performance. Prototypes can often 
be delivered within two weeks, and production 
runs in any quantity can follow immediately. 








Series 10000 ; Standard models include a broad range from 

subminiature static units to kilowatt supplies for 
DISPLAY NUMBERS, WORDS, A versatile readout ground support equipment and automatic con- 
COLOR, AND SYMBOLS! employing all the above trols. Prices are very competitive. Write for data 


mentioned features plus a large one inch char- : : 
rd models, or describe your require- 
acter size. Ideal for computers, electrical and on standard mo ; y q 


electronic test equipment, control systems, ments. We welcome an opportunity to serve you. 


STROk UUM wadar Tor coledeie detuned ELECTRODYNAMIC INSTRUMENT CORPORATION 
specifications and quantity prices. [¢ eae te ce ae ee 


INDUSTRIAL ELECTRONIC ENGINEERS, Inc. 


1841 Old Spanish Trail Houston 25, Texas 
5528 Vineland Avenue, North Hollywood, California 
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scientists and engineers in 
a unique leadership role 


The frontiers of space science and technology are being expanded at 
Aerospace Corporation. The scientists and engineers of this leadership 
organization are the critical civilian link uniting government and the 
scientific-industrial team developing space systems and advanced ballistic 
missiles. In providing broad scientific and technical leadership to every 
element of this team, they are engaged in a balanced program of activities 
spanning the spectrum from basic research and forward planning through 
general systems engineering. Included in the latter are technical supervi- 
sion, integration and review of the engineering, development and test 
operations of industry to the extent necessary to assure achievement of 
system concept and objectives in an economical and timely manner. 
These people are privileged to view both the state-of-the-art and system 
development in their totality. Now more men of superior ability are 
needed: highly motivated scientists and engineers with demonstrated 
achievement, maturity, and judgment, beyond the norm. Such men are 
urged to contact Aerospace Corporation, Room 110, P. O. Box 95081, 
Los Angeles 45, California. 


Organized in the public interest and dedicated to providing objective leadership 
in the advancement and application of space science and 
technology for the United States Government, 


AEROSPACE CORPORATION 


All qualified applicants will receive consideration for employment without regard to race, creed, color or national origin, 
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Use these handy prepaid READER SERVICE POST CARDS 
for more detailed information on: PRODUCTS ADVERTISED, 


NEW PRODUCTS “On the Market”, LITERATURE of the WEEK 





CHECK COUPON FOR | 
FREE REPRINT of the MONTH 


“How to Design Crystal-Controlled Tunnel! Diode Oscillators,”” by J. J. Nagle 


This 3-page article from the September 1, 1961 issue provides necessary design equations 
and includes a typical example. One copy per person only. For more regular rates apply. 











Circle the number on the READER SERVICE post card at the right that corresponds to the 
number at the bottom of Advertisement, New Product item, or the Literature of the Week 
selection in which you are interested. 


Please print clearly. All written information must be legible in order to be efficiently pro- 
cessed. 


ALL FOREIGN INQUIRIES that cannot reach electronics before the expiration dates noted 
on the Reader Service post card, must be mailed directly to the manufacturer. The manufacturer 
assumes all responsibilities for responding to inquiries. electronics merely provides and clears 
requests for information from inquirer to manufacturer. 


Correct amount of postage must be affixed for all foreign mailings. 


TO SUBSCRIBE TO OR TO RENEW electronics — Fil! in the ‘For Subscriptions’’ area on the 
card if you desire to subscribe to or renew your present subscription to electronics. Send no 
money. electronics will bill you at the acdress indicated on the Reader Service post card. 


MULTI-PRODUCT ADVERTISEMENTS — For information on specific items in multi-product 
advertisements which do not have a specific Reader Service number indicated write directly 
to manufacturer for information on precise product in which you are interested. 


4 id a ee) 9 Od 


The Reprint Service Department offers 4 types of reprints for sale: 1 — Reprints of Special 
Reports as they appear with definite costs for varying quantities; 2 — Reprints of Special Re- 
ports that have appeared in past issues; 3 — Reprints of other editorial material in the current 
issues (minimum order is 100); and 4 — Reprints of editorial that has appeared in past issues 
(minimum order is 100). On other than Special Reports we cannot publish prices because the 
order may involve any number of editorial pages depending upon the length of the article. 


Actual reprint costs, handling charges, postage, etc. bring the costs for Special Reports to: 
75 cents for a single reprint; 60 cents each for 11 to 24 copies; 50 cents each for 25 or more. 


For tearsheets or single photocopies of any electronics editorial article ever printed . . . see 
reverse side of this page. 


For list of Reprints of past Special Reports available see reverse side of this page. 
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All electronics Editorial Matter 


Can Be Made Available in Reprint Form 


“OR SINGLE REPRINTS: electronics offers reprints or photocopies of all the editorial matter 
rinted since its inception. Single copies of articles from the very first issue of electronics, 
rinted in April, 1930 to the very latest issue may be obtained. (If available as tearsheets they 
ire free). Photostatic copies are offered at cost. Write today for a copy of any article you desire. 


Bulk reprints are available in quantities of 100 or more at the nominal cost of reproduction. 
-rices for such reprints are not available as they will vary with the length of the article, color, 
nakeup, etc. 


Reprints can be made up with the original cover of the magazine and your advertisement or 
ther merchandising message on the back page 


Please write to Reprint Service Dept., electronics, 330 West 42nd St., New York 36, N.Y. or tel- 
>phone LO 4-3000 Ext. 3140 for all information pertaining to reprints. 





Reprints Available on Past 


Special Reports and Feature Articles 


(Order by Key No. Use REPRINT ORDER FORM on Reverse Side.) 





























KEY NO. TITLE OF REPRINT NO. OF PAGES ISSUE DATE PRICE 
»y No. R-5 Electronic Markets Special Report 18 Jan. 1, 1960 * 

»y No. R-7 Electronics Research and Development Around the World 24 Feb. 12, 1960 * 

2y No. R-8 Graphical Extensions of Transform Techniques 6 Apr. 1, 1960 10¢ each 
»y No. R-17 Reference Section of The 1960-61 Electronics Buyers’ Guide 64 July 20, 1960 50¢ each 
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The unique direct-carbon-transfer writing method 
produces a trace from 2 to 3 times finer than any other 
direct-writing technique. This allows twice as many 
lines per millimeter ...twice the definition! Resolu- 
tion is unsurpassed . . . each line is uniform in width and 
contrast, revealing the most minute variations in the 
phenomena measured with utmost fidelity. This writing 
technique combined with the advanced pen-motor 
design produces a wider frequency response at larger 
amplitudes. ‘Continuous recording of data can be dis- 
played simultaneously on 8 channels...up to 8 inde- 
pendent event markers can be added. Ten chart speeds — 


0.1 to 500 mm/sec — provide a 5000:1 chart speed ratio. 


The AO Tracemaster has become the new standard of 
performance for these and many other reasons . .. write 
now for the full story! 


VASTER 


American ®&) Optical 


COMPANY 


INSTRUMENT DIVISION, BUFFALO 15, NEW YORK- 





STYLE 1001 


STYLE 1005 
SPDT SPDT 


MIDGET RELAYS for 


AC or DC Operation 


Price Electric Series 1000 Relays Now Feature... 


e AC or DC Operation 
e Solder or Printed Circuit Terminals 
e Open or Hermetically Sealed Styles 


These versatile, midget, general-purpose relays, 
formerly available only for DC operation, are 
now being offered for operation directly on AC. 
The AC relays, of course, have the same basic 
features, including small size, light weight, and 
low cost that made the DC relays pace setters 
in their fields of application. 


Typical Applications 


Remote TV tuning, control circuits for commercial 
appliances, radiosonde, auto headlight dimming, etc. 


General Characteristics 


Standard Operating Voltages: 

3 to 32 VDC; 6 to 120 VAC 60 Cycle. 
Maximum Coil Resistanee: 13,000 ohms 
Sensitivity: 

0.05 watt at standard contact rating; 0.3 watt at 

maximum contact rating for DC relays; 1.2 volt- 

amperes for AC relays. 
Contact Combination: SPDT 
Contact Ratings: 

Standard 1 amp.; optional ratings, with special 

construction, to 3 amps. Ratings apply to resistive 

loads to 26.5 VDC or 115 VAC. 
Mechanical Life Expectancy: 

10,000,000 operations, minimum 

Dielectric Strength: 500 VRMS, minimum 


PRICE ELECTRIC 


CORPORATION 
306 Church Street + Frederick, Maryland 
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FACILITIES BROCHURE Intellux 
Inc., 30 S. Salsipuedes St., Santa 
Barbara, Calif. A 40-page brochure 
shows the company’s facilities for 
R&D and production of thin film 
electronic devices. (364) 


IR DETECTORS’ Block Associates, 
Inc., 385 Putnam Ave., Cambridge, 
Mass., has available a state of the 
art report on the capabilities of 
ambient temperature indium anti- 
monide photoconductive infrared 
detectors. (365) 


D-C POWER SUPPLIES Jordan Elec- 
tronics, a div. of The Victoreen In- 
strument Co., 121 S. Palm Ave., Al- 
hambra, Calif. A 12-page brochure 
describes a wide range of d-c 
power supplies. Facilities and pro- 
duction techniques are included. 
(366) 


SOLID STATE TIME DELAY  Shock- 
ley Transistor unit of Clevite 
Transistor, Stanford Industrial 
Park, Palo Alto, Calif. Application 
data sheet describes how simple, 
variable time delay circuits, using 
a small number of components, can 
be designed with a 4-layer diode 
as the active element. (367) 


GLASS-TO-METAL SEALS Networks 
Electronic Corp., 9750 DeSoto Ave., 
Chatsworth, Calif., has prepared a 
4-page brochure on its glass-to- 
metal seal facilities. (368) 


TWIN POWER PENTODE- Radio Corp. 
of America, Harrison, N.J. An 
application note discusses use of 
the 6939 uhf twin power pentode 
in r-f amplifier and frequency- 
tripler service. (369) 


TRIMMING POTENTIOMETER Techno- 
Components Corp., 18232 Parthenia 
St., Northridge, Calif., has issued 
a two-page catalog sheet for the 
precision ~ in. sq trimming poten- 
tiometer with a resistance value up 
to 50,000 ohms. (370) 


RATE OF DESCENT INDICATOR Gul- 
ton Industries, Inc., 212 Durham 
Ave., Metuchen, N.J. Bulletin con- 
tains description and specifications 
for a rate of descent indicator that 
has a range of 0-10 ft and accu- 
racy of 0.2 ft/sec. (371) 


POTENTIOMETER RECORDER Instru- 
ment Corp. of America, 516 Glen- 
wood Ave., Baltimore 12, Md. A 
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the Week 


four-page folder covers the Record- 
ette-4, a portable, high performance 
potentiometer recorder. (372) 


PRECISION CASTING Atlantic Cast- 
ing and Engineering Corp., 810 
Bloomfield Ave., Clifton, N.J., 
offers an 18-page booklet on pre- 
cision alloys, containing an engi- 
neering table with specifications 
and properties of eight different 
nonferrous alloys. (373) 


D-C/D-C CONVERTER Magnetic Re- 
search Corp., 3160 W. El] Segundo 
Blvd., Hawthorne, Calif. A two- 
page bulletin lists operating char- 
acteristics of a 40 w d-c to d-c con- 
verter for missile computers. (374) 


ELECTRON DEVICES Watkins-John- 
son Co., 3333 Hillview Ave., Stan- 
ford Industrial Park, Palo Alto, 
Calif. A quick reference catalog 
covers twt’s, O-type bwo’s, Heli- 
trons, and electronically tunable 
filters. (375) 


MINIATURE CONNECTORS The 
Pyle-National Co., 1334 N. Kostner 
Ave., Chicago 51, Ill. A product 
bulletin gives complete information 
on MIL-C-26500-A miniature elec- 
trical connectors. (376) 


MOTOR-RUN CAPACITORS Aerovox 
Corp., New Bedford, Mass., has 
published a four-page catalog cover- 
ing a complete line of a-c motor-run 
capacitors. (377) 


TRANSISTOR NOISE Quan-Tech Labo- 
ratories, Inc., Boonton, N.J., has 
available a technical report dealing 
with the origin and nature of the 
various types of electrical noise 
generated in transistors. (378) 


CAPACITORS Erie Resistor Corp., 645 
W. 12th St., Erie, Pa. An 18-page 
bulletin covers 90 variations of 
resin sealed Button-Mica capaci- 
tors. (379) 


POWER SUPPLY John Fluke Mfg. Co., 
Inc., P.O. Box 7428, Seattle 33, 
Wash., announces a technical data 
bulletin on the model 417A general 
purpose power supply. (380) 


TEST PROBE RECEPTACLES AMP Inc., 
Harrisburg, Pa., has published a 
product information bulletin on a 
line of test probe receptacles for 
printed circuit boards. (381) 
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at BENDIX 


they chose POTTER 
High Density for the G-20 
Computer. 


the POTTE 
High Density System 


as used with the Bendix G-20 Computer results in a highly reliable 
computer system that sets new standards for ease of use, power and 
efficiency. 

The Potter 906 II is the heart of the High Density Recording System. 
This solid-state Digital Magnetic Tape Transport provides the G-20 
with recording so reliable that in 40 hours of continuous recording less 
than a second of re-read time is required to recover drop-outs due to 
transient error. With this same type of equipment data-transfer rates of 


| 360,000 alpha-numeric characters per second at packing-densities to 
1500 bits per inch are possible with transient errors fewer than 1 in 108, 
| To learn how the Potter High Density technique can be applied to your 


data handling problem... write today for your copy of “THE TOPIC IS 
HIGH DENSITY”. 


Fo TT TER 


- PLAINVIEW, NEW YORK 
INSTRUMENT CO, INC. 


CIRCLE 107 ON READER SERVICE CARD 


107 





PEOPLE AND PLANTS 





Swanson: always on the go 


ONE OF THE BETTER-KNOWN young 
business and civic leaders of Long 
Island is Elston H. Swanson, presi- 
dent of Instruments for Industry, 
of Hicksville, N. Y. He gained this 
reputation by the ardent applica- 
tion of his “diverse talents and 
boundless energy’’—to quote an as- 
sociate—in furthering the growth 
of Long Island’s industry and so- 
cial services as well as the affairs 
of his own company. 

“Mr. Swanson just can’t seem to 
stand still,” says Kay Wilhelm, his 
secretary. “He’s always on the go.” 

Swanson has been on the go since 
he first came to New York 17 years 
ago as an electronics engineer in 
search of a job, newly graduated 
frorn the Illinois Institute of Tech- 
nology. Ten years and four jobs 
later he bought all the stock of IFI, 
then a struggling young company 
with sales of $400,000, became its 
president and undertook to guide 
it to a respected position as a de- 
veloper of electronic systems and 
precision potentiometers. 

The philosophy that people, no 
matter what their role in life, 
should be-interested in other people, 
their needs and their problems, is 
actively pursued by Swanson. Thus, 
largely through his efforts, the first 
electronics Explorer Scout troop 
was formed in the Metropolitan 
New York-Long Island area. Under 
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the guidance of IFI engineers, the 
troop has built and fired a three- 
stage rocket, among other activities. 

The IFI president was a founder 
of the Adelphi Research Center “to 
give Long Island industry a sorely 
needed academically-oriented, pure 
and basic research facility.” In 
1958, he founded and served as first 
president of the Long Island Elec- 
tronic Manufacturers Council, 
whose aim is to advance the re- 
gion’s role in the electronic in- 
dustry. 

Swanson is currently president 
of the Long Island YMCA, a mem- 
ber of the executive committee of 
the Long Island Association, and 
chairman of the Nassau County Ad- 
visory Committee of the Salvation 
Army. Last year he served as 
county chairman for commerce and 
industry during the Salvation 
Army’s fund raising drive. Also 
in 1960 he was chairman of the 
Long Island chapter of the Young 
Presidents’ Organization, composed 
of men under 40 who head com- 
panies with more than $1 million 
of business a year. 

An ardent aviation enthusiast— 
he is a licensed instrument pilot, 
flies his own Beechcraft Bonanza 
and has logged more than 1,800 
hours—Swanson is currently chair- 
man of Planners for Mitchel, a 
group of leading Long Island citi- 


zens who believe it vital to the fu- 
ture of Long Island to retain deac- 
tivated Mitchel Field as a limited 
use civilian airport. 

While flying is Swanson’s chief 
hobby, and one that gives him many 
opportunities to make more pleasur- 
able business trips, he also enjoys 
photography, amateur radio and 
raising tropical fish. He is married 
and has two children. 


Jerrold Electronics 
Elects Harman 


JERROLD ELECTRONICS CORP., Phila- 
delphia, Pa., has announced the 
election of Sidney Harman as presi- 
dent and chief executive officer. He 
succeeds the company’s founder, 
Milton J. Shapp, who remains chair- 
man of the board of directors. 

Harman was president of Har- 
man-Kardon, Inc., when the com- 
pany merged with Jerrold Elec- 
tronics last February. He was 
elected executive vice president of 
Jerrold in April. 


Establish New 
Electronic Lab 


BURROUGHS ELECTRONICS, INC., Cos 
Cob, Conn., is a recently formed 
research and development organi- 
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it’s read 
more 
by all 4! 


electronics magazine covers engi- 
neering and technically interpreted 
market trends every week. Govern- 
ment, military and economic devel- 
opments, new applications, and tech- 
nical data you’ll want to file and keep. 
Subscribe now and read it first (don’t 
be low man on a routing slip). Mail 
the reader service card (postpaid) to 
electronics, the magazine that helps 
you to know and to grow! Rates: 
three years for $12; one year for $6; 
Canadian, one year for $10; foreign, 
one year for $20. Annual electronics 
BUYERS’ GUIDE (single issue 
price $3.00) included with every sub- 
scription. 


subscribe today to 


electronics 
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WHEREVER YOU ARE 
YOU GET THE 


from 
your 


SEALECTRO 
DISTRIBUTOR 


TEFLON TERMINALS Og 


The terminal that revolutionized the industry, Ya 
showing the way to faster, better, more dependable 

terminations compatible with the most critical requirements, 

is just as close as your local Sealectro distributor. 

He carries a wide choice of terminals, feedthroughs, 

test jacks, probes, stand-offs and countless other 

Press-Fit components. 


Con HEX) SUB-MINIATURE 
® R.F. CONNECTORS 


Your Sealectro distributor has them 

in stock—the superior sub-miniature r.f. 
connector, precisely made to 

assure optimum electrical and mechanical 
performance. Now available in Snap-On and 
Screw-On types in either Clamp-On cable connecting 
or the time-saving, cost-cutting new Crimp-On type. 


t SEALECTOBOARD PproTO-KIT 


Vaginas ¥ acca 


Brand-new, and better too! Complete programming 
systems that eliminate patch cords. Provide 
component interpositioning by merely pushing in 

a pin. The Sealectoboard concept is currently 
being used in many of the most critical 

electronic systems. Get a Proto-Kit from your 
Sealectro distributor today— it has 1001 uses! 


t 


OR ae what eal ga 


139 HOYT STREET MAMARONECK 


Rran 


CIRCLE 109 ON READER SERVICE CARD 109 





It is said that even Michael Faraday doubted if a farad could ever 
be realized. But then, he hadn't been exposed to the engineering and 
production capabilities of Sangamo... the first capacitor manufac- 
turer to produce and establish standards in the production of elec- 
trolytic energy storage capacitors. 


“The definition of a farad* So now the “impossible”—a farad of capacitance capable of being 
unfortunately makes it a unit too held in one hand—has been achieved. Rated at 1% volts, the one-half 
large for general use. farad Sangamo Type DCM electrolytic carries the highest capaci- 
More convenient are the units tance per unit volume in the industry. It is the product of Sangamo 
micro-farads and micro-microfarads.” engineering imagination ...the very real result of intimate product 

knowledge applied to quality materials and progressive production 
methods. It is ready for application in missiles, computers, and a wide 
range of power supply applications where peak power requirements 
exceed the maximum output of the supply. Phone near? Discuss your 
applications with your Sangamo Representative. 


Occasionally applications call for energy-storage capacitors to meet 
special requirements, including higher temperature and higher ripple 
current. That’s a good time to turn to Sangamo, where yesterday's 
impossibilities become capacitor facts such as this... 


CAPACIITY-ONE FARAYD 


ANGAMOQ 


1,000 MF 
658042 
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SANGAMO ELECTRIC COMPANY 


SPRINGFIELD, ILLINOIS 
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zation founded by Gordon S. Bur- 
roughs. Major effort will be R&D 
in the fields of radio direction find- 
ing, aerial navigation, infrared, re- 
connaissance, surveillance, analog 
computers, and others primarily for 
the military, industrial and space 
agency services. 

Burroughs was formerly vice 
president for military, industrial 
and advanced systems of CBS Lab- 
oratories. 


Dunn Engineering 

Names Kravetz 
ROBERT KRAVETZ, formerly quality 
assurance requirements and speci- 
fications manager for the Lockheed 
Missile and Space Division, has 
been named sales manager of Dunn 
Engineering Corp., Cambridge, 
Mass. 

Kravetz was with Lockheed from 
1956 until he resigned recently to 
join Dunn Engineering. Previously 
he was a senior engineer with Aero- 
jet-General Corp. 


Conair Elects Nestel 

Board Chairman 
CONAIR (Consolidated Airborne Sys- 
tems, Inc.) of New Hyde Park, 
N. Y., announces the election of 
John I. Nestel to chairman of the 
board of directors. The company is 
engaged in the design and manu- 
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THESE FAMOUS COMPUTER MAKERS 
USE SANGAMO ENERGY STORAGE CAPACITORS 


Sangamo Type DCM electrolytic capacitors are especially designed for use 
as energy storage components in DC circuitry where peak power require- 
ments exceed the maximum output of the associated power supply. They 
operate under high temperature conditions, minimize ripple voltage and add 
stability and long life to low voltage power supplies. 

That's why these computer manufacturers use the Sangamo DCM. That's 
why you gain by turning to Sangamo for your capacitor needs. 

Complete data on Type DCM Capacitors is detailed in Sangamo’s Engineer- 
ing Catalog 2231. Contact your Sangamo Representative, or write us for 
your copy. 


SANGAMO ELECTRIC COMPANY 


EC6I-2 SPRINGFIELD, ILLINOIS 
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What do you need to know about 














PURE FERRIC OXIDES 
MAGNETIC IRON OXIDES 





Since the final quality of your production 
of ferrites and magnetic recording media 


depends on the proper use of specialized | 


iron oxides—you'll find it mighty helpful to 
have the latest, authoritative technical 
data describing the physical and chemical 
characteristics of these materials. This 
information is available to you just for the 
asking. Meanwhile, here are the highlights. 


PURE FERRIC OXIDES—For the production 
of ferrites, both hard and soft, we manu- 
facture a complete range of iron oxides 
having the required chemical and physical 
properties. They are produced in both the 
spheroidal and acicular shapes with aver- 
age particle diameters from 0.2 to 0.8 
microns. Impurities such as soluble salts, 
silica, alumina and calcium are at a mini- 
mum while Fe,03 assay is 99.5+%. A 
Tech Report tabulating complete chemical 
analysis, particle shape, particle size dis- 
tribution, surface area, etc., of several 
types of ferric oxides, hydrated ferric 
oxide, and ferroso-ferric oxide is available. 


MAGNETIC IRON OXIDES—For magnetic 
recording—audio, video, computer, and 
instrumentation tapes; memory drums; 
cinema film striping; magnetic inks; car- 
bon transfers; etc.—we produce special 
magnetic iron oxides with a range of con- 
trolled magnetic properties. Both the black 
ferroso-ferric and brown gamma ferric 
oxides are described in a Data Sheet listing 
magnetic properties of six grades. 


f you have problems involving any of these ma- 


terials, please /et us go to work for you. We main- | 


tain fully equipped laboratories for the develop- 
ment of new and better inorganic materials. 
Write, stating your problem, to C.K. Williams&Co., 
Dept. 25, 640 N. 13th St., Easton, Pa. 


WI —_< 
1 aa a 
belt 


E.ST. LOUIS, ILL. - EASTON, PENNA. - EMERYVILLE, CALIF. 
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facture of electronic and electro- 
mechanical airborne instrumenta- 
tion and ground support equipment. 
Nestel was one of the founders 
of the company in 1957. Prior to 
his interest in Conair, he held top 
management positions at Fairchild 
Associates and at Avien, Inc. 


G. T. Schjeldahl Hires 
Arthur R. Moore 


ARTHUR R. MOORE, formerly in the 
quality engineering department of 
Minneapolis Honeywell’s Ord- 
nance Division, has joined the elec- 
tronics laboratory at the G. T. 
Schjeldahl Co., Northfield, Minn. 

The Schjeldahl Co. was organ- 
ized in 1955 and is active in the 
manufacture of a complete line of 
packaging machines, industrial 
tapes and adhesives, special plastic 
fabrications, high altitude re- 
search balloons, space Satelloons, 
and electronic telemetry systems. 


Scientific Company 
Is Organized 


A NEW scientific company, Quanta 
Laboratories Inc., Washington, 
D. C., has been formed to engage 
in study programs and product de- 
velopment in the fields of earth- 
space optics, photometry, infrared 
radiometry and heat transfer. 
Emanuel Goldstein is president 
of the company. He was formerly 
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milli-mike 
INSTRUMENTS 


MODEL 707 
OSCILLOSCOPE 


DC to 2000 Mc bandwidth... 

0.2 millimicrosecond rise 

time... single transient and 

repetitive signal capability 

-.. sensibility: 55 mv/trace 

width. Small spot size, maxi- 

mum resolution. Six cali- 

brated sweep speeds: 5, 30, 

é 100, 300, 1006 and 3000 milli- 

microseconds/cm. Easy to operate invalu- 

able for measurement of diode recovery 

time, ultra-high-frequency phenomena and 
in many other applications. 


MODEL 751 
PULSE GENERATOR 
All solid-state, 


transistor- 
ized, high-speed pulse gen- 
erator produces positive 
pulses of fast rise time (less 
than 1 millimicrosecond). 
Repetition rate: 10 cycles to 
100 kc. Output pulse width: 
2 to 100 millimicroseconds. 
Pulse amplitude: 20 v. into 
ohms approx. Operable 
in any position. Price: $285. 
MODEL 850 

CAMERA SYSTEM 
Optimized, fully —y 
e 


system for photographic recordin 








of 
fastest transients at 1:1 magnification. 


Gp 


tem for accurate observation and measure- 





DIODE RECOVERY 
CABLE SYSTEM 
Model 760, a complete sys- 


ment of diode recovery time in the milli- 
microsecond region. Controls and meter on 
front panel of sturdy metal case. 





PULSE INVERTERS 
Model TR-6 — coaxial-ferrite 
converting 50 ohm single-ended to push-pull 


ohm signals. Model 819 (for use with 
EG&G Model 751 Pulse Generator) to provide 


negative pulse output. 





RADIATION 
MEASUREMENTS 
Complete systems using 
EG&G detectors and Model 707 eepe.. - 
available for measurement of high-fre- 

quency pulsed radiation. 





TRANSFORMERS, 
POWER SUPPLIES 


EG&G is outstandingly well 
staffed and equipped to design and produce 
custom-built transformers, chokes, mag- 
netic amplifiers, DC to DC converters, pulse 
transformers and power supplies for military 
or commercial use...and trigger trans- 
formers for all types of flash tubes. 


Full technical information on all products 
available on request. 


Edgerton, 
Germeshausen 
& Grier, inc. 


162 BROOKLINE AVENUE, BOSTON 15, MASS. 
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with Project Vanguard in the op- 
tics division of the Naval Research 
Laboratory. 


Polarad Electronics 
Promotes Rosen 


BERNARD ROSEN has been appointed 
to the position of general manager, 
equipment engineering, of Polarad 
Electronics Corp., Long Island City, 
NG Y: 

He joined Polarad in 1951. 


Semicon, Ine. Appoints 
Two Executives 


SEMICON, INC. of Bedford, Mass., 
announces the appointments of 
Robert E. House as executive vice 
president and Herbert N. Goldman 
as vice president of engineering. 

Before joining Semicon, both 
were associated with Transistor 
Electronic Corp., where House was 
manager of advanced product re- 
search and Goldman, manager of 
silicon diode development and pilot 
line production. 


National Transistor 
Names Calandrello 


NICOLA A. CALANDRELLO has been 
named manager, diode research and 
development, for National Transis- 
tor Mfg., Inc., Lawrence, Mass. 
Before joining National Transis- 
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tor, Calandrello was a senior devel- 
opment engineer with Clevite and 
prior to that he held a similar post 
with Raytheon. 


Control Logic, Ine. 
Hires Beinhocker 


GILBERT D. BEINHOCKER has been ap- 
pointed director of systems engi- 
neering for Control Logic, Inc., 
Inc., Natick, Mass. He was formerly 
product manager for computers, 
and associate director of engineer- 
ing for Epsco, Inc., of Cambridge, 
Mass. 

Control Logic specializes in the 
conception, design, development, 
and production of advanced digital 
data handling and real-time control 
systems. 


PEOPLE IN BRIEF 





Conrad A. Parlanti, vice president 
of General Communication Co., as- 
sumes the additional post of tech- 
nical director. Charles F. McMor- 
row, formerly with RCA, joins the 
General Mills Electronics Group, 
research and development dept. as 
associate director for engineering. 
John J. O’Donnell of RCA’s elec- 
tronic data processing division 
moves up to manager, circuit pack- 
aging and standards engineering, 
in the commercial systems dept. 
Arthur C. Omberg promoted to 
group executive by the Bendix 
Corp. Richard F. Wenke leaves In- 
ternational Radiant Corp. to join 
Tenney Engineering as develop- 
ment engineer. Edward B. Moore 
advances to chief engineer of Air- 
craft Radio Corp. Eric B. Toulmin- 
Rothe, previously with Sikorsky, 
appointed project engineer at Del- 
time, Inc. Lewis E. Hollander, Jr., 
transfers from Lockheed Aircraft 
to Endeveo Corp., as director of 
the solid state laboratory. Paul R. 
Obdyke, formerly with Intl. Re- 
search Associates, named chief en- 
gineer by Remanco, Inc. Richard 
A. O’Brien promoted to supervisor 
of reliability and military products 
for Corning Electronic Compo- 
nents. Frank D. Banta, director of 
program management for General 
Precision, Inc., chosen assistant 
vice president. 


dial any output 





Keithley Regulated High-voltage Supply 
gives you new speed and accuracy for a wide 
range of tests. Its many uses include calibra- 
tion of meters and dc amplifiers, supplying 
voltages for photo-multiplier tubes and ion 
chambers, as well as furnishing potentials for 
high resistance measurements. 


Three calibrated dials permit easy selection 
of the desired output in one volt steps, at up 
to 10 milliamperes. Polarity is selectable. 


Other features include: 





@ 1% accuracy above 10 volts. 

@ Line regulation 0.02% 
Load regulation 0.02% 
Ripple less than 3 mv RMS. 
Stability: within + 0.02% per day. 


Protective relays disconnect output 
at 12 milliamperes. 


@ Price: $325.00. 


Write for complete 
details on Model 240. 


imal Se Lay 
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WEEKLY QUALIFICATION FORM 
FOR POSITIONS AVAILABLE 


ATTENTION: COMPANY 
ENGINEERS, SCIENTISTS, PHYSICISTS ESQUIRE PERSONNEL 


. . > . ‘ < Chicago, Hlinois 
This Qualification Form is designed to help you advance in the elec- THE GARRETT CORPORATION 116 2 
tronics industry. It is unique and compact. Designed with the assistance AiResearch Manufacturing Division 


f Seal | " it isola if “ . Los Angeles, California 
of professional personnel management, it isolates specific experience in LITTON SYSTEMS Onc. se 
electronics and deals only in essential background information. Guidance & Control Systems Div. 


Woodland Hills, California 
The advertisers listed here are seeking professional experience. Fill in LYCOMING 


the Qualification Form below. ee 


THE MITRE CORPORATION 
STRICTLY CONFIDENTIAL Bedford, Mass. 


MOTOROLA, INC. 

Your Qualification form will be handled as “Strictly Confidential” by oe — Biv. 
ELECTRONICS. Our processing system is such that your form will be Scottsdale, Arizona 

forwarded within 24 hours to the proper executives in the companies _— Guided Missiinn Reems Bin “a 
you select. You will be contacted at your home by the interested com- Patrick AFB, Fla. 


: PHILCO WESTERN DEVELOPMENT LABS. 
= Palo Alto, California 


SANDERS ASSOCIATES, INC. 
WHAT TO DO Nashua, New Hampshire 


SIKORSKY AIRCRAFT 
. Review the positions in the advertisements. Div. of United Aircraft Corp. 


a ‘ Stratford, Conn. 
- Select these for which you qualify. TELEREGISTER CORPORATION 118 
. Notice the key numbers. Stamford, Conn. 
. Circle the corresponding key number below the Qualification Form. a co 117 
Fill out the form completely. Please print clearly. P-7374 : v7 
. Mail to: D. Hawksby, Classified Advertising Div., ELECTRONICS, 
Box 12, New York 36, N. Y. (No charge, of course). “These advertisements appeared in the 9/8/61 issue. 


SEE PAGE KEY + 
120* 1 








(cut here) (cut here) 
electronics WEEKLY QUALIFICATION FORM FOR POSITIONS AVAILABLE 
Personal Background Education 
PROFESSIONAL DEGREE(S) 
MAJOR(S) 
UNIVERSITY 
DATE(S) 


FIELDS OF EXPERIENCE (Please Check) 9151 CATEGORY OF SPECIALIZATION 


Please indicate number of months 


experience on proper lines. 
C) Aerospace i) Fire Control O Radar Technical : Supervisory 


Experience Experience 
i Antennas Cc Human Factors CO Radio—TV (Months) (Months) 


— iy ” 
Simulaters undamental, basic 
[J asw ee - mu estan 

Instrumentation Solid State pplie 
Cc] Circults n oe 
CO Communicatiens = Medicine CT] Telemetry (New Concepts) 
DEVELOPMENT 
C] Components TC] Microwave (Model) 

DESIGN 

C] Computers C] Navigation (Product) 


MANUFACTURING 
CT] ECM CT] Operations Research (Preduct) 
FIELD 
C] Electron Tubes CT Optics (Service) 








: SALES 
[_] Engineering Writing [_] Packaging vee (Proposals & Products) 


CIRCLE KEY NUMBERS OF ABOVE COMPANIES’ POSITIONS THAT INTEREST YOU 
4 5 6 7 8 9 10 413 12 13 14 15 16 17 18 19 20 21 22 23 24 25 
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LP Record-—Stellar Style 


The message from Courier is just one of the Added research projects and growing pro- 
challenges offered to you at PHILCO Western grams assure you a long and rewarding ca- 
Development Laboratories, whose long record reer as a member of the PHILCO Western 
in space communications achievement merely Development Laboratories. What you think 


presages the adventure ahead. and what you do can be unhampered and un- 


From the earliest plans to invade space, inhibited. Personal recognition and advance- 
PHILCO Western Development Laboratories ment promptly follow performance, with 
has played a vital role in satellite vehicle in- monetary rewards to match. Northern Cali- 
strumentation, still but part of its contribu- fornia provides an affluent climate for living, 
tion to space communications. From this new- as PHILCO Western Development Labora- 
est electronics center on the San Francisco tories provides a stimulating climate for 
Peninsula comes a continuing flow of ad- working. For information on careers in elec- 


vanced missile tracking, range and data tronic engineering, please write Mr. W. E. 
processing instrumentation. Daly, Dept. E-y. 


All qualified applicants will receive consideration for employment without regard to race, creed, color or 
national origin; U.S. citizenship or current transferable Department of Defense clearance required. 


oon | 4 LC©O WESTERN DEVELOPMENT LABORATORIES 


Ed Femous for Quality the World Over 3875 Fabian Way, Palo Alto, California 


6317 
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measuring 
an engineer... 





SWITCHING 
NETWORK 


What's his 
technical 
publication e 
































ENGINEER 


When an engineer pays 
for a technical publica- 
tion, it’s a safe bet that 
that is the one he respects 
most. 


An outstanding position is available for a highly creative 


design engineer who can work effectively with high level ana- 
lytical and theoretical engineers in the development of com- 
plex electromechanical instruments for use in high speed, high 
altitude aircraft and space applications. At least five years 
experience and appropriate degree is necessary. 

This responsible position requires the personal initiative He makes it his business 
and ability to render complete and concise layouts for use by to read electronics. It 
designers as well as draftsmen. keeps him well informed 

The ability to evaluate equipment and systems specification of up - to-the - minute 
is essential, and a working knowledge in several of the follow- events and developments 
ing areas would be highly advantageous: in the electronics indus- 

pneumatic pressure mechanisms, precision sensing try and the technology to 

devices such as servoed and nonservoed force balance which he contributes his 
transducers, kinematics, flexure design, miniaturi- experience. 

zation, instrument bearing applications, fine pitch, 

differential and nonlinear gearing applications, anti- 

backlashing techniques, plate and 3-D cams and tem- 
perature compensating devices. 


Where your recruitment 
program calls for engi- 
neers and other technical 
U.S. citizenship or previous security clearance required. people of this calibre, ang 
Garrett is an “equal opportunity” employer. Send complete | can reach them in the EM- 
resume to Mr. Thomas Watson, PLOYMENT OPPOR- 
TUNITIES section of: 








CORPORATION 


GiResearch Manufacturing Division Sh eerebnomed 


POST OFFICE BOx 


9851 So. Sepulveda Bivd., Los Angeles 45, California 
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WANTED: at MOTOROLA in PHOENIX: 


Vice President—Technical Director for L e a d ershi i ti 
Electronics Components Manufacturer p n ac ion 
Opportunity for mature individual, 
preferably between ages 35 and 45, { 
to direct development of new 
products and improvement of ex- 
isting products. The appropriate 
man is probably now directing the 
activities of a group engaged 
in circuit design or materials de- 
velopment and is interested in 
broad application of his talents. 
Candidates should be formally 
trained in Electronics Engineering 
or Physics and have at least ten 
years of industrial experience. 
Direct experience in the design 
and development of components is 
desirable but subsidiary to a work- 
ing knowledge of component ap- 
plications and requirements. The 
candidate selected will be a mem- 
ber of the key management team 
and will participate in over-all 
management decisions. All replies fd j 
Confidential. t , a 
>.7374, Electronics ie ae oe |B : 4 
Class, Adv - "g $0, Bes 12, N.Y. 36, N.Y sa : . \ : 
Project leaders at Motorola are engineers and scientists who 
have won their right to leadership — with ideas, talent, and 
COMMUNICATIONS ENGINEER dedication — while working on challenging assignments in 
College graduate interested in associating Project Groups. These teams are carefully selected — to get 
with long established public service com- 7 : : ‘ d re E 
pany serving Central America. Position the optimum combination of experience and capabilities, and 
open at Engineering Dept., Tropical Radio ona . on 
Telegraph Company. P. obsess o- to utilize each man’s talents to the fullest. Opportunities for 
oo individual advancement and career fulfillment are broadened 
and enhanced by Motorola’s widely-diversified activities in 
MANUFACTURERS’ om eemraew4 a Lonaeray - action is a vital 
ce at Motorola. It provides the stimulus for challenging 
REPRESENTATIVES the state-of-the-art in Project Group assignments, assuring 
IN THE ELECTRONIC INDUSTRY engineers and scientists of ever-broadening horizons for to- 
morrow. And Arizona’s world-famed climate and beauty add 
to the whole family’s year-round health and pleasure. 














— > 











SAMUEL K. MACDONALD, INC. 


manufacturers representatives over 25 years 


1531 SPRUCE STREET, PHILA. 2, PA. immediate Opportunities 


Territory: Other Offices 
Pennsylvania « New Jersey Pittsburgh e ; ; ss , , , 
Deleware ©. Meryiend Proarsrath Systems Test Equipment Design e Digital Circuitry Design 
Virginia e West Virginia Washington, D.C 1d Communications and Navigation * Microwave and Radar 
oe A tana e Systems Analysis and Preliminary Design e Reliability and Components 


@ Missile and Space Guidance and Control @ Solid State Devices 





2+2-—4 All qualified applicants will receive consideration for employment 
without regard for race, creed, color, or national igin. 

Your advertisement in the MANUFAC- ° ee oe 
TURERS REPRESENTATIVES Section of | | Write Phil Nienstedt Dept. 905 
electronics will reach YOUR markets— 


on a national and world wide scale. Yes, 
it’s simple addition. You need them... 


electronics reaches them 





For full information and rates write: 


MILITARY ELECTRONICS DIVISION, WESTERN CENTER 
electronics P.O. Box 1417, Scottsdale, Arizona 


Classified Advertising Division Motorola also offers opportunities at 
P. O. Box 12 New York 36, New York Chicago, Illinois, and at Culver City and Riverside, California 
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Opportunicies in | LAGE Scale Commercial, Real-Time 


Digital Data Processing Systems 





In 1952 Teleregister installed the world’s 
first real-time digital computer for commer- 
cial applications. In continuous operation, 
24 hours-a-day, 7 days-a-week since then, 
this system has demonstrated its reliability 


Pioneering Work Continues Creating Immediate Openings for: 


SYSTEMS ENGINEERS 


For operational analysis of current procedures, estab- 
lishment of system requirements, formulation of systems 
concepts, programming analysis and proposal prepara- 


and maintainability with 99.8% uptime. 
Teleregister systems are nation-wide in 
scope, with over 100,000 miles of leased 
communications lines and terminals in over 
140 cities—encompassing airline reserva- 
tions, savings and commercial bank ac- 
counting and stock exchange quotation and 
display. 


tion in application for industrial and business problems. 
Requires 3 to 7 years experience and a degree in EE or 
Math with a business background, or an Economics de- 
gree with an engineering background. 


ADVANCED ELECTRONIC DEVELOPMENT ENGINEERS 


Senior and Supervisory positions in the generation of 
new products in the computer-communications field. 
Requires sound theoretical background plus heavy expe- 
rience in the development of semi-conductor circuitry 
associated with computers and/or their various sub- 
systems including displays, magnetic tape, core and 
drum storage equipment. 


SENIOR PROGRAMMERS 


Requires 4 to 7 years well-rounded experience (from 
analyzing to flow charts to de-bugging) in computer 
programming for either scientific or commercial appli- 
cations. Degree in science or business desirable. 


—_—_o———— 


Applications are invited from Engineers and 
Scientists who would like to join an organ- 
ization which sparks advances by an ag- 
gressive applied research and development 
program, financed by the company. Please 
send resume to D. N. Frazier. 











H E 


P 6, S oe a 
CO. 2  C@-@2 (878: 3 53 2 “Se 
445 Fairfield Ave., Stamford, Connecticut 


An Equal Opportunity Employer 











SEARCHLIGHT SECTION 


RESALE 


EFFECTIVE 
ENGINEER 
RECRUITMENT 
ADVERTISING 
DEPENDS ON 
ENGINEERING 
READERSHIP 


BUSINESS OPPORTUNITIES EQUIPMENT - USED or 
DISPLAYED RATES——— UNDISPLAYED 

The advertising is $24.75 per inch for all $2.40 a line, minimum 3 lines. To figure ad- 

advertising other than on a contract basis. vance payment count 5 average words as a line. 
AN ADVERTISING a measured 7%" vert. BOX NUMBERS count as one line additional. 
n, cols.— inches—to a page. zs ; u 

EQUIPMENT WANTED or FOR SALE ADVERTISE. DISCOUNT of 10% if full payment is made in 
MENTS acceptable only in Displayed Style. advance for four consecutive insertions. 

Send NEW ADVERTISEMENTS or Inquiries to gg Adv. Div. of Electronics, P. O. Box 12, 

N.Y 


The publisher cannot accept atouticine ts the Searchlight Section, which lists the names of the manufacturers 
ts, a tiometers or 6 


of resistors, capacitors, rheosta nd p © names designed to describe such products. 


LIFSCHULTZ 


FASTEST 10 BOTH COASTS 














AUTO-TRACK & TELEMETRY ANTENNA PEDESTALS 
3 & 10 CM. SCR. 584 AUTOTRACK RADARS. 
A / -10 HT. FINDERS. 
PS-10 NAVIG. & WEATHER. 
eee PRECISION. 





MICROWAVE PLUMBING—TEST EQUIP. 
LARGEST RADAR STOCK IN U.S.A. 


RADIO RESEARCH INSTRUMENT CO. 
SSO Fifth Ave. New York Judson 6-4691 


RADAR SYSTEMS & COMPONENTS J ccinery 


CIRCLE 461 ON READER SERVICE CARD 


$10.95 
Complete 


Where your recruitment program 
calls for qualified engineers in the 


electronics industry, there is no 








Color Dial Telephones 
Factory rebuilt Western Electric 
in white, beige, ivory, pink, green 
or blue. If 4 prong plug is re- 
quired add $2.00. Fully guar- 
anteed. Write for free list. All 
shipments FOB. 

SURPLUS SAVING CENTER 
Waymart Dept. E-9151 Penna. 


CIRCLE 462 ON READER SERVICE CARD 


_~wwewwewewewewe* ~~ 
BPP OLD AAA ALALLALD AL 


LOOKING FOR 
USED /SURPLUS ELECTRONIC 
EQUIPMENT/COMPONENTS? 


For an up-to-date listing of such equip- 
ment see Searchlight Section of Sept. 8th 


Pee eed ed ed edie adl edad ado adl ad adel odode 
POPP DODO OA AOL ee 


more efficient method of reaching 








them than through the pages of the 





cieiiaa es publication they pay to read. 
er years o e- 


pendable ON-TIME 
Freight Forwarding 
Service. 
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This index and our Reader Service Numbers are pub- 


lished as a service. Every precaution is taken to make 


them accurate, but ELECTRONICS assumes no 


responsibilities for errors or omissions. 








research 


production 


it’s read 
more 


by all 4! 


electronics is specially edited to keer you informed 
about the entire industry. With special issues on Elec- 
tronic Markets, Modern Microwaves, Search and Probe 
Systems, and other reports you’ll want to file and keep 


subscribe today to electronics 


Every Friday, electronics gives you the latest engineer- 
ing developments and technically interpreted market 
trends. So don’t wait till everyone on the routing slip 
has read it. Subscribe now and read electronics first. Mail 
the reader service card (postpaid) to electronics, the 
magazine that helps you to know and to grow! Rates: 
three years for $12, one year for $6; Canadian, one 
year for $10; foreign, one year for $20. Annual 
electronics BUYERS’ GUIDE (single issue price $3.00) 
included with every subscription. 
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Audit Bureau Associated Business 
of Circulations Publications 


Audited Paid Circulation 


JAMES T. HAUPTLI 
Advertising Sales Manager 


R. S. QUINT, Assistant Publisher Buyers’ Guide 
and Business Manager; FRED STEWART, Pro- 
motion Manager; B. ANELLO, Marketing 
Service Manager; RICHARD J. TOMLINSON, 
Production Manager; GEORGE E. POMEROY, 
Classified Manager; HUGH J. QUINN, Circu- 
lation Manager. 


ADVERTISING REPRESENTATIVES: NEW YORK 
(36) Donald H. Miller, Henry M. Shaw, George 
F. Werner, Robert M. Denmead, 500 Fifth Ave- 
nue, OXford 5-5959; BOSTON (16) William S. 
Hodgkinson, Donald R. Furth, McGraw-Hill 
Building, Copley Square, Congress 2-1160; 
PITTSBURGH (22) David M. Watson, Four 
Gateway Center, Express 1-1314; PHILADEL- 
PHIA (3) Warren H. Gardner, William J. 
Boyle, 6 Penn Center Plaza, LOcust 8-4330; 
CHICAGO (11) Harvey W. Wernecke, Martin 
J. Gallay, 645 North Michigan Avenue, Mo- 
hawk 4-5800; CLEVELAND (13) P. T. Fegley, 
55 Public Square, Superior 1-7000; SAN FRAN- 
CISCO (11) T. H. Carmody, R. C. Alcorn, 255 
California Street, Douglas 2-4600; LOS AN- 
GELES (17) Marshall Freeman, Peter S. Car- 
berry, 1125 W. 6th St., Huntley 2-5450; DEN- 
VER (2) J. W. Patten, Tower Building, 1700 
Broadway, Alpine 5-2981; ATLANTA (9) M. H. 
Miller, 1375 Peachtree St. N.E., Trinity 5-0523; 
HOUSTON (25) Joseph C. Page, Jr., Prudential 
Bidg., Holcombe Blvd., Jackson 6-1281; DAL- 
LAS (1) Frank Le Beauv, The Vaughn Bldg., 
1712 Commerce St., Riverside 7-9721; LON- 
DON WI, Dennis McDonald, 34 Dover St., 
FRANKFURT/Main, Stanley R. Kimes, 85 
Westendstrasse; GENEVA, Michael R. Zeynel, 
2 Place du Port. 
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Daven metal film resistors 


True glass-to-metal seal plus epoxy encapsulation 


25 PPM/°C. temperature coefficient over normal operating 
temperatures at no surcharge 


Weldable leads, which are readily solderable, are standard 
on all units at no surcharge 


e Exceeds MIL-R-10509D, Characteristic C specs 
¢ Off-the-shelf delivery from your Daven distributor 


Write for full details on Types DA 2/and DA 4 


THE DAVEN COMPANY, Livingston, New Jersey 


RESISTORS 


A SUBSIDIARY OF 
GENERAL MILLS 


TODAY, MORE THAN EVER, THE DAVEN ©) STANDS FOR DEPENDABILITY 











Announcing 





FOR HIGH-FIDELITY 
AUDIO OUTPUT 


NEW RCA-7868 NOVAR POWER PENTODE OFFERS OUTSTANDING DESIGN ADVANTAGES 


With this new tube RCA brings all the advantages of novar 
design to high-fidelity circuitry. 

RCA-7868 is a high-perveance 9-pin novar power pentode 
for output stages of hi-fi audio amplifiers, phonographs and 
radio receivers. You'll get up to 44 watts of power output 
from a pair of them in Class AB, push-pull service in audio 
amplifiers. 

RCA-7868 is the first hi-fi tube type in RCA’s new novar 
line of large, all-glass 9-pin receiving tubes. Its cost to you 
is less than that of any equivalent tube regardless of base 
configuration. 

RCA-7868 has all the advantages of novar design, the only 
all-glass, integral-base receiving tube design to offer: 
Larger internal lead diameter—for strong cage support and high 
thermal conductivity for very effective heat dissipation. 


RCA ELECTRON TUBE DIVISION FIELD OFFICES 


EAST: 744 Broad Street, Newark 2, New Jersey, HUmboldt 5-3900 


Chicago 54, illinois, WHitehall 4-2900 


Wider spacing between pins (0.172”)—to minimize the possibility 
of voltage breakdown; hence greater reliability. 


Pin length of 0.335”—for firm retention of tube in socket. 


Pin circle diameter of 0.687” —large enough to permit use of both 
T9 and T12 envelopes. 

RCA Dark Heater—found exclusively in RCA receiving tubes... 
additional assurance of reliability. 


RCA 7868 has two base-pin connections each for grids #1 and 2; 
special radiator on siderods of grid #2 assures cooler operation. 


Take full advantage of this major contribution to audio 
technology. See your RCA Field Representative for full de- 
tails...or write: Commercial Engineering, Section 1-19-DE-3 
RCA Electron Tube Division, Harrison, N. J 


The Most Trusted Name in Electronics 


MIDWEST: Suite 1154, Merchandise Mart Plaza, 


WEST: 6801 E. Washington Bivd., Los Angeles 22, California, RAymond 3-8361 











